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THAT  THIS  PROGRESS  MAY  GO  ON 


Your  purchase  of  General  Electric  products  made  possible  steadily  improved  designs — 
of  steam  turbines  which  have  reduced  your  fuel  requirements  by  60  per  cent  —  of 
incandescent  lamps  that  provide  40  per  cent  of  your  income — of  silicon  steel,  the  greatest 
single  transformer  improvement — all  of  which  have  helped  to  make  it  economical  for  you 
to  light  more  homes  than  are  lighted  in  all  the  rest  of  the  world  combined.  G-E  load¬ 
building  apparatus  and  appliances,  made  possible  by  G-E  research  and  engineering,  give 
you  750  millions  of  annual  revenue  — and  are  adding  two  billion  kilowatt-hours  to  your 
load  each  year. 

That  this  progress  may  go  on,  research  must  go  on.  And  research  goes  on  in  proportion  to 
the  extent  that  you  place  your  orders  with  the  manufacturers  who  do  the  research  work. 
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Parade  of  Power  Will  Feature 
Third  World  Power  Conference 

Story  of  power  development  in  America  will  be  displayed  for  3,000 
conference  delegates  by  combined  efforts  of  private  industry,  trade 
associations,  engineering  organizations  and  governmental  agencies 


Bringing  together  for  the  first  time 
a  complete  exposition  of  power  develop¬ 
ments  and  resources  in  the  United 
States,  a  “Panorama  of  Power”  will  be 
assembled  in  Washington  in  connection 
with  the  Third  World  Power  Confer¬ 
ence.  to  be  held  September  7-12. 

The  Panorama  of  Power  exposition 
presents  in  dramatic  form  the  complete 
story  of  the  development  of  America’s 
vast  power  resources  during  the  past 
fifty  years  and  will  show  a  graphic  pic- 
I  ture  of  the  machinery  which  supplies 
S  electric  energy  to  one  hundred  million 
i  people. 

Sponsored  by  private  industries,  trade 
'  associations,  the  government  and  engi- 
I  neering  organizations,  the  Panorama  of 
I  Power  will  outline  the  story  of  power 
i  in  America  to  the  3,000  foreign  and 
^  United  States  scientists  and  engineers 
I  expected  to  attend  conference  sessions, 
i  Elaborate  models  and  pictures  of 
I  great  dams — Conowingo,  Boulder,  Nor- 
^  ris,  Bonneville,  and  others — experi- 
ij  mental  demonstrations,  lighted  maps 
I  and  photographs  and  other  exhibits  will 
e  be  included.  At  least  four  electrified 
S  farms  will  be  on  display  near  Washing- 
^  ton  and  individual  exhibitions  are  being 
K  planned  by  local  scientific  and  business 
I  institutions. 

j  Much  of  this  modern  Panorama  of 
Power  will  be  housed  in  the  Smithsonian 
^  Institution,  close  to  the  permanent  ex- 
I  bibits  of  such  memorials  of  antiquity  as 
dinosaur  skeletons,  primitive  tools,  etc. 
Other  parts  of  the  exhibit  will  be  in  the 
Mayflower  Hotel. 

In  the  Smithsonian  Institution  the 


C.  E.  Stephens 


following  organizations  will  have  ex¬ 
hibits:  American  Boiler  Manufacturers 
Association,  American  Gas  Association, 
Federal  Power  Commission,  municipal 
power  groups.  National  Electrical  Manu¬ 
facturers  Association,  National  Coal  As¬ 
sociation,  Public  Works  Administration, 
Rural  Electrification  Administration, 
United  States  Army  Engineering  Corps, 
United  States  Bureau  of  Reclamation, 
United  States  Geological  Survey. 

At  the  Mayflower  Hotel,  where  the 
conference  will  have  its  headquarters, 
the  following  organizations  will  have  ex¬ 
hibits:  American  Engineering  Council, 
American  Telephone  &  Telegraph  Com¬ 
pany,  with  the  Chesapeake  &  Potomac 
Telephone  Company,  Diesel  Engine 


Manufacturers  Association,  National 
Research  Council,  Tennessee  Valley 
Authority,  United  States  Bureau  of 
Mines,  United  States  Bureau  of  Rec¬ 
lamation  and  United  States  Forest 
Service. 

The  latest  refinements  in  electric 
lighting  and  various  electric  devices  will 
be  exhibited  at  the  Mayflower  by  the 
Edison  Electric  Institute  and  the  Il¬ 
luminating  Engineering  Society.  There 
will  also  be  a  special  exhibit  by  the 
oil  industry. 

Arrangements  are  being  made  with 
the  principal  electrical  research  labora¬ 
tories  for  a  showing  of  the  latest  in¬ 
ventions  in  photo-electric  cells,  tubes 
and  other  products  of  current  experi¬ 
mentation. 

Special  displays  on  power  will  be  pre¬ 
sented  in  their  own  buildings  by  the 
following  Washington  institutions:  Car¬ 
negie  Institute,  Chesapeake  &  Potomac 
Telephone  Company,  Smithsonian  Insti¬ 
tution,  United  States  Geological  Survey, 
United  States  Bureau  of  Standards  and 
the  Washington  Gas  Light  Company. 

The  exhibits  have  been  gathered  under 
the  direction  of  a  committee  headed  by 
C.  E.  Stephens,  vice-president  of  the 
Westinghouse  company  and  a  member 
of  the  executive  committee  of  the  Third 
World  Power  Conference. 

Three  electrified  farms  in  nearby 
Maryland  will  be  exhibited  under  the 
direction  of  the  Potomac  Electric  Power 
Company.  The  electrified  Rosedale 
Farm  near  Herndon,  Va.  —  equipped 
with  every  device  from  air  condition¬ 
ing  to  electric  milking  machines — will 
also  be  part  of  tbe  exhibition. 

The  Third  World  Power  Conference 
will  engage  the  attention  of  the  engi¬ 
neers,  scientists  and  economists  of  the 
world.  The  First  World  Power  Confer¬ 
ence  was  held  in  London  in  1924,  the 
second  in  Berlin,  1930. 

The  sessions  of  the  Washington  meet¬ 
ing  will  be  specifically  devoted  to  a 
study  of  the  National  Power  Economy. 
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Rural  Programs  Are  Proceeding 
in  Full  Midsummer  Swing 

Total  of  $14,664,000  loaned  or  earmarked  by  Rural  Electrification 
Administration  giving  increased  impetus  to  rural  electrification  pro* 
grams  for  current  year 


This  involves  all  the  economic  issues  in¬ 
volved  in  the  production  and  conserva¬ 
tion  of  power  resources — coal,  oil,  gas, 
water  power — and  the  utilization  and 
distribution  of  power  however  produced, 
from  the  standpoint  of  every  interested 
nation  of  the  forty-odd  that  will  take 
part  in  the  conference. 

• 

World  Power  Tour 
Details  Announced 

From  Washington  Bureau 
of  Electrical  World 

Final  plans  for  a  series  of  Technical 
Study  Tours,  which  will  take  600  of  the 
world’s  leading  engineers  to  the  scene 
of  this  country’s  greatest  industrial  ac¬ 
complishments,  have  been  completed  as 
a  supplement  to  the  conference. 

The  tours  will  take  the  visitors — who 
will  come  from  Europe,  Asia,  Africa 
and  South  America — to  view  the  won¬ 
ders  of  this  country:  The  great  utilities 
of  New  York,  the  General  Electric  and 
Westinghouse  factories,  Pittsburgh’s 
steel  mills,  Niagara  Falls,  Detroit’s 
automobile  factories,  the  great  dams  of 
the  West — Coulee,  Bonneville  and 
Boulder — ^the  San  Francisco  bridges, 
Tennessee  Valley,  etc. 

As  the  tours  move  from  city  to  city 
data  will  be  collected,  and  at  the  end  of 
each  tour  a  carefully  planned  round¬ 
table  discussion,  in  which  leading  ex¬ 
perts  of  this  country  and  others  will  par¬ 
ticipate,  will  be  held.  American  and 
foreign  methods  and  theories  will  be 
compared.  Tours  have  been  arranged 
on  these  five  general  subjects: 

Tour  I — Mineral  Sources  of  Energy, 
includine  parties  on  coal,  oil,  gas  and  in¬ 
ternal  combustion  engines.  Tour  II — Hy¬ 
draulic  Sources  of  Energy,  including 
parties  on  dams,  hydro  plants  and  hydraulic 
research,  T.V.A.  and  the  larger  implica¬ 
tions  of  hydro-electric  develooment.  Tour 
III — Metropolitan  Areas,  Utilities  and  Re¬ 
search,  including  parties  on  steam  power 
plants,  electrical  equipment,  engineering 
education  and  research,  and  business  man¬ 
agement  of  utilities.  Tour  IV — Railroad 
Transport.  Tour  V — Major  Construction 
Projects. 

The  following  points  are  included  on 
the  tour  itineraries: 

Tour  I — Pre-Conference,  New  York, 
Detroit,  Cleveland  and  Pittsburgh;  Post- 
Conference,  New  York,  Pittsburgh,  Cleve¬ 
land,  Niagara  Falls  and  Philadelphia. 

Tour  II — Pre- Conference,  New  York, 
Boston,  Niagara  Falls,  Pittsburgh,  Zanes¬ 
ville,  Ohio,  Knoxville  and  other  points  in 
the  Tennessee  Valley;  Post-Conference, 
New  York,  Montreal,  Ottawa,  Niagara 
Falls,  Pittsburgh,  Zanesville  and  the  Ten¬ 
nessee  Valley. 

Tour  III — Pre-Conference,  New  York, 
Schenectady,  Chicago  and  Pittsburgh ; 
Post-Conference,  New  York,  Schenectady, 
Niagara  Falls,  Chicago,  Pittsburgh  and 
Philadelphia. 

Tour  V — New  York,  Montreal,  Ottawa, 
Niagara  Falls,  Chicago,  Fort  Peck  Dam, 
Grand  Coulee,  Seattle,  Portland,  San  Fran¬ 
cisco,  Los  Angeles,  Boulder  Dam,  Knox¬ 
ville  and  the  Tennessee  Valley. 


Reports  from  many  parts  of  the  coun¬ 
try  indicate  that  private  companies  and 
governmental  agencies  are  at  present  en¬ 
gaged  in  widespread  programs  to  make 
electric  service  available  at  an  accelerated 
rate  to  thousands  of  farms  this  year. 

Initial  allotments  to  begin  construction 
on  two  Indiana  co-operative  rural  electric 
systems  to  bring  power  to  some  2.300 
farms  heretofore  without  electricity  have 
been  approved,  the  Rural  Electrification 
Administration  announced.  Both  projects 
are  county-wide  associations  organized 
under  the  Indiana  Rural  Electric  Mem¬ 
bership  Corporation  Act  of  1935  and 
sponsored  by  the  State  Farm  Bureau 
Federation.  Before  application  was  made 
for  either  project  it  was  assured  that  at 
least  51  per  cent  of  the  unelectrified  farms 
in  each  county  would  take  power  from 
the  new  lines.  With  these  allotments, 
R.E.A.  has  lent  or  definitely  earmarked 
$14,664,412  for  111  rural  line  projects  in 
32  states. 

Huntington  County  R.E.M.C.  has  re¬ 
ceived  an  initial  allotment  of  $85,000  to 
start  construction  on  a  proposed  374-mile 
project.  This  first  section  of  line  will 
bring  service  to  about  200  farms.  The 
complete  system  will  cover  all  of  Hunt¬ 
ington  County  and  small  parts  of  Allen, 
Grant,  Wabash,  Wells  and  Whitley 
Counties.  Energy  will  be  purchased 
wholesale  from  the  Northern  Indiana 
Power  Company  at  approximately  IV 
cents  per  kilowatt-hour. 


Henry  County  R.E.M.C.  has  received  an 
initial  allotment  of  $92,000  to  start  con¬ 
struction  on  a  proposed  378-mile  project. 
More  than  200  farms  will  receive  energy 
over  the  first  section  of  line.  The  pro¬ 
posed  system  will  extend  into  Delaware, 
Fayette,  Hancock,  Henry,  Madison,  Ran¬ 
dolph,  Rush  and  Wayne  Counties. 

An  initial  allotment  of  $50,000  will 
permit  the  Douglas  County  Co-operative 
Light  and  Power  Association  of  Alex¬ 
andria,  Minn.,  to  construct  50  miles  of 
line  in  Douglas  County  to  serve  approxi¬ 
mately  135  new  customers.  As  planned, 
this  project  ultimately  will  include  some 
385  miles  of  line. 

R.E.A.  has  executed  a  loan  contract  for 
$137,400  with  the  North  Georgia  Electric 
Membership  Corporation,  Dalton,  Ga.,  to 
be  used  in  building  135  miles  of  rural 
electric  distribution  lines  to  serve  425 
customers  in  Catoosa,  Whitfield,  Dade, 
Chattooga,  Floyd,  Murray,  Gordon  and 
Walker  Counties  in  Georgia  and  in  Ham¬ 
ilton  County,  Tenn.  Energy  for  this 
project  will  be  furnished  by  T.V.A. 

Carolina  has  2^00  miles 

The  first  annual  report  of  the  North 
Carolina  Rural  Electrification  Authority 
indicates  that  since  the  authority  was 
formed,  one  year  ago,  2,322  miles  of 
rural  line  have  been  constructed  or 
authorized  in  the  state. 

Public  utility  companies  have  been 
responsible  for  1,700  miles  out  of  the 


RURAL  ELECTRIFICATION  IN  MINIATURE 


This  model  of  a  completely  electrified  farm  will  be  one  of  the  Westinghou-e 
Electric  &  Manufacturing  Company’s  exhibits  at  the  Texas  Centennial 
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above  total,  cities  and  towns  and 
F.E.R.A.  for  the  balance  of  the  mileage. 

A  year  ago  11,588,  or  4.1  per  cent  of 
the  farms,  were  connected  to  electric 
lines;  this  year  24,286  farms  are  con¬ 
nected,  which  is  more  than  double  last 
year’s  total. 

Lines  are  averaging  $1,075  per  mile, 
serve  an  average  of  6.26  customers  per 
mile  and  represent  an  investment  of 
$172  per  customer. 

More  than  1,500  North  Carolina 
farms  will  receive  central-station  elec¬ 
tric  service  for  the  first  time  over  a 
rural  system  to  be  started  with  an  $80,- 
000  Rural  Electrification  Administration 
loan,  under  a  contract  signed  with  the 
Johnston  County  Electric  Membership 
Corporation. 

The  co-operative,  a  rural  electric  com¬ 
pany  sponsored  by  the  North  Carolina 
R.E.A.,  will  use  the  funds  to  build  76 
miles  of  electric  distribution  lines  in 
Johnston,  Wake  and  Harnett  Counties. 
This  construction,  serving  about  400 
farms,  will  represent  the  first  quarter  of 
a  proposed  295-mile  project  to  be  built 
in  the  three  counties.  Supplementary 
contracts  will  be  made  from  time  to 
time  until  the  project  is  completed. 


Spotlight  on  Public  Relations 
Reveals  Interesting  Picture 


Latest  survey  by  Fortune  magazine  emphasizes  growing  opinion  that 
the  ‘^power  issue'’  must  be  solved  locally  and  that  importance  of  rates 
is  diminishing 


“Curious  are  the  high  votes  on  tele¬ 
phones  and  municipal  transportation,” 
observed  Fortune,  “and  that  only  60.1 
per  cent  of  the  people  favor  public  own¬ 
ership  of  the  water  supply,  which,  like 
roads,  might  be  considered  most  nearly 
a  function  of  the  government.” 

Importance  of  local  situation 

Eyes  accustomed  to  balance  sheets 
and  income  statements,  to  output  re¬ 
ports  and  voltage  charts,  may  wrinkle 
and  crinkle  at  the  two  means  and  the 
two  extremes  of  opinion  by  places  re¬ 
porting  to  Fortune. 

Fergus  Falls,  Minn.,  served  by  a  pub¬ 
lic  utility  company  and  by  a  competing 
municipal  plant,  reported  70.3  per  cent 
for  private  ownership,  though  rates  of 
both  plants  are  reported  to  be  low  and 
about  the  same.  In  Seattle,  also  with 
two  systems  and  low  residential  rates, 
42.8  per  cent  reported  for  private  own¬ 
ership.  In  Des  Moines,  with  its  pri¬ 
vate  plant,  33.7  per  cent  reported  for 
private  ownership  and  12.2  per  cent 
didn’t  know  whether  they  favored  pub¬ 
lic  or  private  ownership.  In  Ponca 
City,  Okla.,  with  its  municipal  plant 
and  relatively  high  rates,  6.3  per  cent 
reported  for  private  ownership  and  an¬ 
other  12.6  per  cent  did  not  know. 

“The  conclusion  seems  to  be  that 


“Some  News  for  the  Public  Utilities” 
is  the  heading  which  appears  on  results 
of  the  latest  “quarterly  survey”  under¬ 
taken  by  Fortune  magazine  and  pub¬ 
lished  in  the  July  issue.  Among  eight 
questions  ranging  from  the  influence  of 
Hearst  papers  on  national  politics  to 
questions  on  whether  the  depression  is 
over  is  found:  “Do  you  believe  that  the 
following  utilities  should  be  privately  or 
publicly  owned:  Light?  gas?  water? 
telephone?  trolleys  and  buses?” 

To  promote  even  more  discussion  of  a 
much-discussed  subject  and  for  what¬ 
ever  guidance  they  may  supply  to  the 
electrical  world,  by  special  permission 
of  Fortune,  the  results  of  the  survey 
are  given  below:  For  public  ownership 
— Water,  60.1  per  cent;  light,  55.6  per 
cent ;  gas,  54.8  per  cent ;  telephone,  50.0 
per  cent;  trolleys  and  buses,  49.2  per 
cent. 

First  reaction  of  those  questioned  by 
Electrical  World  was  to  suggest  that 
the  survey  should  have  tapped  a  larger 
proportion  of  the  population,  used  a 
floodlight,  not  a  spotlight.  For  a  dis¬ 
cussion  of  this  point  was  cited  Fortune's 

Two  decisions  of  United  States  courts  own  explanation,  published  a  year  ago 

handed  down  within  the  past  fortnight  and  entitled  “A  New  Technique  in 

have,  by  holding  that  manufacturing  is  Journalism.”  As  to  the  figures  them- 

an  intrastate  activity,  cast  more  doubts  selves,  there  was  a  great  variety  of  re- 

upon  the  orders  of  the  National  Labor  actions. 

Relations  Board  and  at  the  same  time 
weakened  the  position  of  John  L.  Lewis 
and  his  Committee  for  Industrial  Or¬ 
ganization. 

This  committee  has  directed  active  ef¬ 
forts  toward  unionizing  the  mass  indus¬ 
tries,  with  the  first  offensive  directed  at 
the  producers  of  steel.  The  language  of 
the  Wagner  Act  and,  more  specifically, 
the  various  orders  which  have  been 
issued  by  the  National  Labor  Relations 
Board  have  been  highly  encouraging  to 
the  Committee  for  Industrial  Organ¬ 
ization. 

However,  the  United  States  Court  of 
Appeals  has  now  ruled  that  manufac¬ 
ture  is  not  an  interstate  activity  and, 
therefore,  not  subject  to  N.L.R.B.  rul¬ 
ings.  As  in  the  case  of  the  Jones  & 

Luughlin  decision  handed  down  by  the 
Circuit  Court  in  New  Orleans,  both  de¬ 
cisions  embrace  “mass  industries”  and 
4dd  importantly  to  the  growing  list  of 
judicial  opinions,  which  makes  it  ap¬ 
pear  that  unionization  of  mass  indus- 
is  bound  to  be  highly  uncertain  in 
*0  far  as  it  leans  on  orders  of  the  Labor 
Relations  Board. 


DiflSculties  Beset 
National  Board 


NEW  WHITE  WAY  SYSTEM  FOR  ANDERSON 


Folks  from  all  around  came  to  town  when  Anderson,  S.  C.,  tamed  on  this 
new  street-lighting  system  of  66  400-cp.  lamps  in  C.E.  Novalux  equipment. 
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however  much  the  power  issue  is  a  na¬ 
tional  one,”  says  Fortune,  “the  public 
will  judge  it  mainly  from  the  point  of 
view  of  local  experience.”  Of  interest 
is  the  fact  that  many  of  the  utility 
leaders  assembled  at  St.  Louis  last 
month  expressed  the  same  thought.  Of 
interest  also  is  Carter  Field’s  advice 
from  Washington  (Electrical  World, 
June  20,  1936)  that  all  business  should 
regain  its  influence  in  Washington  af¬ 
fairs,  “must  get  back  into  politics — not 
at  the  top  where  it  used  to  operate,  but 
down  at  the  grass  roots.” 

Among  conclusions  advanced  by  com¬ 
mentators  are  the  following:  Customers 
don’t  know  anything  about  rates;  cus¬ 
tomers  don’t  care  anything  about  rates; 
any  electric  bill  is  too  high  if  the  cus¬ 
tomer  is  broke;  the  present  residential 
bill  of  9  cents  a  day  is  one-twentieth  of 
the  tax  bill  and  that  is  the  issue. 


Stipulations  Filed 
in  Bond  &  Share  Case 

Reminder  of  progress  in  the  hand¬ 
picked  Electric  Bond  &  Share  Company 
case  appeared  last  week  when  stipula¬ 
tions  were  filed  with  Federal  Judge  Julian 
W.  Mack  by  the  company  counsel,  by 
counsel  for  the  Securities  and  Exchange 
Commission  and  hy  21  other  interested 
parties. 

The  stipulations  result  from  efforts  of 
both  sides,  under  way  since  last  Novem¬ 
ber,  to  reach  agreements  on  certain  con¬ 
troversial  issues  which  arose  out  of  S.E.C. 
efforts  to  force  Bond  &  Share  to  register 
under  the  Public  Utility  Holding  Com¬ 
pany  Act  of  1935. 

Of  interest  are  the  facts  (1)  that 
Electric  Bond  &  Share  has  again  reduced 
fees  to  companies  which  subscribe  to 
its  management  service,  and  maximum 
charge  is  1  per  cent  on  first  million  of 
operating  revenue,  and  (2)  that  Bond  & 
Share  does  not  own  voting  control  of 
American  Gas  &  Electric,  American  Power 
&  Light,  National  Power  &  Light  nor  of 
Electric  Power  &  Light.  This  is  the 
case  upon  which  the  government  wishes 
to  test  the  Holding  Company  Act. 


Swope  Asks  for  Charity  Aid 

Pointing  out  that  the  requirements  of 
the  nation’s  welfare  agencies  continue  to 
be  “very  great,”  Gerard  Swope,  presi¬ 
dent  of  the  General  Electric  Company, 
asked  all  Americans  last  week  to  meet 
generously  the  demands  of  human  need, 
“the  most  compelling  issue  in  the  coun¬ 
try,”  Mr.  Swope  made  this  appeal  as  he 
accepted  for  the  second  year  the  post  of 
national  chairman  of  the  Mobilization 
for  Human  Needs  in  a  simple  ceremony 
in  his  office. 
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Construction  and  Manufacturing 
Activities  Highly  Favorable 

A  wide  variety  of  items  reported  from  the  field  are  straws  indicating 
continuance  of  strong  upward  trend  —  News  from  electrical  construc¬ 
tion  and  manufacturing  circles  continues  to  affirm  a  uniformly  favor¬ 
able  upward  trend  evident  since  the  first  of  the  year 


Due  to  the  necessity  of  expanding  the 
production  facilities  of  its  Springfield, 
Mass.,  works  in  merchandising  lines,  par¬ 
ticularly  refrigeration  and  air-condition¬ 
ing  units,  the  Westinghouse  Electric  & 
Manufacturing  Company  announces  that 
it  will  transfer  the  manufacture  of  small 
motors  now  manufactured  at  its  Spring- 
field  plant  to  Lima,  Ohio. 

Westinghouse  has  acquired  a  plant 
formerly  owned  by  the  Relay  Motors 
Corporation  at  Lima  and  will  start  the 
installation  of  machinery  required  for 
the  manufacture  of  small  motors  imme¬ 
diately.  It  is  expected  that  motor  pro¬ 
duction  may  be  started  in  the  new  factory 
by  the  first  of  the  year.  The  plant  will  be 
under  the  direction  of  R.  F.  Frenger, 
manager  of  the  small  motor  division  of  the 
company. 

In  addition  to  the  increased  manufac¬ 
turing  facilities  made  available  by  the 
move,  Westinghouse  officials  state  that  the 
new  location  will  provide  the  advantage 
of  being  closer  to  the  large  Middle  West 
market  for  small  motors  and  also  located 
near  the  source  of  much  of  the  raw  ma¬ 
terial  required. 

The  General  Electric  Company  has  re¬ 
cently  announced  that  it  will  reopen  its 
Buffalo  plant,  the  Buffalo  Lamp  Works, 
which  has  been  closed  since  1932.  After 
undergoing  extensive  improvements,  the 
new  lamp  works  is  expected  to  be  ready 
to  employ  approximately  200  people  and 
start  production  in  September  with  a 
payroll  which  will  amount  to  more  than 
$200,000  a  year.  The  plant,  incidentally, 
formerly  turned  out  Christmas  tree  bulbs, 
but  when  it  resumes  activity  will  be  de¬ 
voted  almost  exclusively  to  the  manufac¬ 
ture  of  automobile  lamps. 

Columbia  Electric  &  Manufacturing 
Company  has  purchased  the  building 
owned  by  Industrial  Brown  Hoist  Com¬ 
pany  in  Cleveland  which  it  has  been 
renting  for  approximately  two  years.  The 
purchase  price  was  reported  to  be 
$200,000. 

Neu’  power  plant  announced 

Construction  of  a  new  $5,000,000  power 
plant  for  the  Carnegie-Illinois  Steel  Cor¬ 
poration  is  expected  to  begin  within  the 
next  six  weeks.  The  new  station  is  to 
replace  existing  equipment  and  will  be 
built  in  the  company’s  South  Side  Works 
in  Chicago.  This  new  proposed  plant  is  in 
addition  to  the  $40,000,000  expansion  and 
modernization  program  of  the  parent  com- 
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pany  in  the  Chicago  district  which  has 
been  under  way  for  approximately  five 
years.  United  Engineers  &  Constructors, 
Inc.,  has  been  retained  to  design  and 
supervise  construction  of  the  station, 
which  will  contain  three  large  boilers,  a 
turbo-generator  and  three  turbo-blowers. 

Clark  Controller  Company  of  Cleveland 
is  beginning  the  construction  of  a  new 
addition  to  its  plant,  constituting  the 
third  new  unit  to  be  erected  in  the  past 
four  months.  Construction  awards  have 
been  made  to  the  J.  L.  Hunting  Company 
of  Cleveland.  Previous  units  comprised 
two  second-story  additions  to  existing 
plant  structures  and  later  a  new  one-story 
building  was  erected  for  shipping  and  dis¬ 
tribution  service.  The  present  addition 
consists  of  an  extension  to  the  assembling 
addition  and  stockrooms,  as  well  as  en¬ 
largement  of  steam  power  house. 

Vancouver  is  building 

It  is  reported  that  approximately 
$500,000  will  be  spent  by  the  British 
Columbia  Electric  Railway  Company  on 
erection  of  a  new  substation  in  Vancouver. 

The  foregoing  items  are  representative 
of  the  trends  which  have  been  observed 
in  the  industry  since  the  first  of  this  year. 
It  will  be  noted  that  dividend  news  seems 
to  be  uniformly  favorable,  containing 
items  such  as  the  following: 

Century  Electric  Company  resumes 
dividends  at  the  rate  of  50  cents,  which 
had  been  discontinued  in  1931;  Westing¬ 
house  Electric  &  Manpfacturing  Company 
increased  its  common  dividends  to  $1  from 
75  cents;  Detroit  Edison  declared  a  |1 
extra  dividend  in  addition  to  a  $1  regular 
dividend;  Iowa  Electric  Company  and 
Northern  Indiana  Public  Service  Com¬ 
pany  made  partial  payments  of  accumu¬ 
lated  preferred  dividends,  and  Puget 
Sound  Power  &  Light  resumed  the  divi¬ 
dend  on  its  $5  prior  preferred  stock  which 
had  been  suspended  in  1933. 


Potomac  Edison  Company 
Authorizes  Improvements 

Potomac  Edison  Company,  Hagers¬ 
town,  Md.,  has  authorized  extensions  and 
improvements  in  power  plant  at  Williams¬ 
port,  Md.,  with  installation  of  new  boiler 
unit,  stokers  and  auxiliary  equipment, 
estimated  to  cost  about  $175,000.  Com¬ 
pany  is  also  planning  construction  of 
new  steam-electric  generating  station  at 
Amcelle,  vicinity  of  Cumberland,  Md-> 
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with  initial  capacity  of  10,000  kw.  Work 
on  the  plant  is  scheduled  to  begin  early 
in  1937  and  will  be  completed  in  that 
year.  A  fund  of  about  $325,000  has  been 
ap[> roved  for  extensions  and  betterments 
in  transmission  and  distributing  lines, 
including  power  substation  and  service 
facilities;  rural  electrification  will  be 
carried  out  in  different  districts.  New 
lines  will  be  built  to  replace  a  number 
of  temporary  lines  used  during  the  flood 
period  early  this  year,  including  those 
over  the  Potomac  River.  Sanderson  & 
Porter,  New  York,  N.  Y.,  are  consulting 
engineers. 

• 

New  York  Edison  Publicizes 
Free  Information  Service 

The  New  York  Edison  Company  is 
vigorously  prosecuting  a  campaign  to 
publicize  its  free  information  service 
concerning  all  things  electric.  In  a  se¬ 
ries  of  attractive  brochures  it  calls  atten¬ 
tion  to  the  valuable  advice  rendered  the 
public  in  consulting  an  experienced  Edi¬ 
son  man  about  the  installation  of  air 
conditioners  and  commercial  electric 
cooking  appliances.  In  addition  free  in¬ 
formation  is  available  about  commercial, 
office  and  domestic  lighting  and  about 
installation  of  electric  outlets  in  the 
home. 


Inadequate  Wiring  Deplored 

Ninety  per  cent  of  all  Indiana  homes 
using  electricity  are  inadequately  wired, 
said  C.  V.  Sorensen,  Indianapolis,  gen¬ 
eral  sales  manager  of  the  Public  Service 
Company  of  Indiana,  in  a  talk  before  the 
third  annual  meeting  of  the  Indiana 
Chapter,  International  Association  of 
Electrical  Inspjectors.  The  principal 
need  of  the  industry,  according  to  Mr. 
Sorensen,  is  “a  very  complete  wiring  sys¬ 
tem,  flexible  and  subject  to  changes  with 
the  times.” 


Power  Commission  Prescribes 
Uniform  System  of  Accounts 

Principles  rejected  by  New  York  courts  are  included  in  F.P.C.  system 
of  accounts  —  Kettle  Falls  application  denied  —  Commercial  and 
industrial  rate  report  issued 


“More  litigation”  is  the  verdict  ex¬ 
pressed  in  scattered  utility  management 
and  legal  circles  regarding  the  Federal 
Power  Commission’s  uniform  system  of 
accounts  prescribed  for  public  utilities 
and  licensees  subject  to  the  provisions  of 
the  Federal  Power  Act  approved  June  16, 
released  last  week  and  scheduled  to  be¬ 
come  effective  the  first  of  next  year. 

A  preliminary  study  of  the  248-page 
book  discloses  that  the  operation  of  Title 
II  of  the  Public  Utility  Holding  Com¬ 
pany  Act  will  introduce  new  difficulties 
for  those  companies  subject  to  Title  II. 
Three  principles  in  particular  meriting 
special  attention  are:  Reclassification  of 
property  on  basis  of  original  cost;  differ¬ 
ence  between  original  cost  and  book  value 
carried  to  an  adjustment  account;  depre¬ 
ciation  policies  operating  similarly  to 
straight-line  methods.  All  of  these  have 
an  effect  which  led  the  New  York  Su¬ 
preme  Court  (Appellate  Division)  pass¬ 
ing  upon  equivalent  rules  within  the  past 
60  days  to  remind  the  Public  Service 
Commission  it  could  regulate,  but  not 
manage,  public  utility  companies. 

The  application  of  Washington  Water 
Power  Company,  pending  for  eleven  years, 
to  develop  Kettle  Falls  on  the  Columbia 
River  was  denied  last  week  by  the  com¬ 
mission.  The  company’s  proposed  de¬ 
velopment,  said  the  commissioner,  “would 
not  be  in  the  public  interest  because  it  is 
in  conflict  with  the  publicly  constructed 
Grand  Coulee  project.”  President  Frank 
T.  Post  of  Washington  Water  Power  Com¬ 
pany  addressed  the  E.E.I.  convention  last 
month  on  “The  Campaign  to  Destroy.” 


CHICAGO’S  FIRST  ANNUAL  CONFERENCE 


One  hundred  and  twenty  delegates  from  twenty-eight  companies  attended 
the  first  annual  Home  Lighting  Conference  at  Chicago  Lighting  Institute 
sponsored  by  the  women’s  auxiliary  of  the  Chicago  section.  Illuminating 
Engineering  Society. 


“Rates  for  Electric  Service  to  Com¬ 
mercial  and  Industrial  Customers”  is  the 
subject  of  Rate  Series  No.  4  Report  issued 
by  the  commission.  It  is  a  comprehensive 
survey  of  monthly  bills  for  commercial 
and  industrial  service  in  cities  of  2,500 
population  and  over. 


New  Publicity  Tempo 
for  Utilities 

Another  cause  for  encouragement 
over  the  public  utility  outlook  was  spot¬ 
lighted  at  Boston  last  week  by  the  ses¬ 
sions  of  the  Public  Utilities  Advertising 
Association  held  in  conjunction  with  the 
32d  annual '  convention  of  the  Adver¬ 
tising  Federation  of  America.  Electric 
and  gas  companies  alike  have  high- 
geared  their  public  relations  and  load¬ 
building  activities  to  a  new  publicity 
tempo.  Executive  support  of  advertis¬ 
ing  programs  is  gaining.  The  main 
convention  .theme  of  “Truth  in  Advertis¬ 
ing”  fits  utility  policies  like  a  glove.  No 
one  can  measure  the  value  of  high-grade 
advertising  to  an  industry  beset  as  this 
one  is  politically,  but  the  benefit  is  al¬ 
ways  real  and  apparent,  judging  from 
the  attitude  of  delegates  to  the  gather¬ 
ings  attended  by  utility  men  and  women 
in  Boston  during  these  few  days. 

At  the  opening  session  of  the  conven¬ 
tion  Chester  H.  Lang,  manager  of  the 
publicity  department  of  the  General 
Electric  Company  and  president  of  the 
federation,  urged  those  in  attendance  to 
put  upon  the  record  the  magnificent 
achievement  of  American  industry  and  to 
interpret  to  the  people  what  business  has 
done  for  their  well-being. 

President  J.  R.  Pershall  guided  the 
utility  group  through  a  diversified  pro¬ 
gram  which  illustrated  the  catholicity 
of  advertising  interests  in  creating 
friends  and  developing  business.  Fran¬ 
cis  L.  Ball,  regional  executive  New 
England  Power  Association,  in  welcom¬ 
ing  the  delegates  pointed  out  that  truth¬ 
ful  advertising  by  utilities  is  winning 
the  confidence,  respect  and  support  of 
the  American  public.  He  made  a  strong 
plea  for  humanizing  utility  publicity 
and  for  “selling”  the  industry  as  well  as 
its  services  to  the  people.  Frank  D. 
Comerford,  president  of  the  Boston  Edi¬ 
son  Company,  contributed  a  paper  be¬ 
fore  the  Outdoor  Advertising  Associa¬ 
tion  stressing  the  importance  of  outdoor 
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advertising  from  the  sales  good-will  and 
load-building  viewpoints.  Edgar  Kobak, 
vice-president  Lord  &  Thomas,  New 
York,  speaking  on  “The  Value  of  In¬ 
stitutional  Advertising  to  Public  Utili¬ 
ties,”  stressed  the  need  of  presenting  ad¬ 
vertising  from  the  customer’s  viewpoint 
and  of  capitalizing  the  human  interest 
of  the  thousand  and  one  episodes  of 
utility  daily  life  which  lend  themselves 
to  dramatization  on  the  printed  page 
and  elsewhere.  Steady  driving  pres¬ 
sure  must  be  kept  up  in  advertising  as 
well  as  in  maintaining  utility  service,  if 
full  benefit  is  to  be  reaped. 

W.  C.  Grant,  Dallas,  Tex.;  Henry 
Obermeyer,  New  York;  Clarence  Davis 
(Better  Light-Better  Sight  campaign), 
director  of  the  “Melody  Master” 
broadcasts;  A.  P.  Kelly,  Rochester, 
N.  Y.;  R.  S.  McCarty,  Philadel¬ 
phia,  and  C.  W.  Person,  American  Gas 
Association,  reviewed  recent  radio  pub¬ 
licity  under  utility  and  industry  aus¬ 
pices,  which  has  had  splendid  popular 
reaction.  In  the  Better  Copy  contest 
a  long  list  of  awards  was  made,  premi¬ 
ums  being  accorded  as  follows:  Load 
Building,  New  York  Power  &  Light, 
Albany;  public  relations,  Duquesne 
Light,  Pittsburgh;  merchandising,  Hart¬ 
ford  Electric  Light;  employee  relations. 
Metropolitan  Edison,  Reading,  Pa. ; 
employee  magazines.  New  York  Consol¬ 
idated  Edison ;  envelope  enclosures. 
West  Penn  Power;  Pittsburgh;  window 
displays.  New  York  Consolidated  Edi¬ 
son;  posters,  same  company,  and  radio 
broadcasts,  same  company. 

Donald  D.  Perry,  Central  Hudson 
Company,  Poughkeepsie,  N.  Y.,  was 
elected  president  of  the  utility  adver¬ 
tising  association,  other  officers  being 
Kenneth  Magers,  Union  Gas  &  Electric, 
Cincinnati;  Howard  F.  Weeks,  New 
York  Edison,  and  E.  K.  Hartzell,  Lake 
Erie  Power  &  Light,  Sandusky,  Ohio, 
vice-presidents;  H.  W.  Olcott,  Philadel¬ 
phia,  secretary ,  and  H.  G.  Cannon, 
Brooklyn,  treasurer. 

• 

Mack  Bias  Charge 
Termed  Frivolous 

Judge  Robert  P.  Patterson  in  U.  S. 
District  Court  last  week  dismissed  a 
charge  that  Federal  Judge  Julian  W. 
Mack  had  shown  prejudice  while  presid¬ 
ing  in  reorganization  proceedings  of  As¬ 
sociated  Gas  &  Electric  Company  under 
Section  77B  of  the  Bankruptcy  Act. 
Judge  Patterson  ruled  that  an  affidavit 
of  prejudice  filed  against  Judge  Mack 
was  “insufficient  on  its  face”  and  that  the 
facts  were  “frivolous”  and  that  “there  is 
no  trace  of  bias  or  prejudice.” 

Garrett  A.  Brownback  of  counsel  for 
the  company  then  went  before  Judge 
Martin  T.  Manton,  presiding  judge  of  the 


Circuit  Court,  and  asked  for  a  stay  of  the 
proceedings  on  two  grounds.  The  com¬ 
pany,  he  said,  wished  to  appeal  from 
Judge  Mack’s  refusal  to  withdraw  and  to 
apply  to  the  United  States  Supreme  Court 
for  a  writ  of  certiorari  calling  for  a  review 
of  a  good-faith  issue  decided  against 
Associated  Gas,  The  effect  of  these  two 
requests  was  a  further  delay  of  the  sur¬ 
render  of  the  books  and  records  of  the 
Associated  Gas  system,  which  are  needed 
to  determine  whether  or  not  it  is  solvent. 

At  the  hearing  before  Judge  Manton 
attorney  for  the  bondholders  reiterated 
charges  that  Associated  Gas  was  deliber¬ 
ately  hindering  trial  of  the  solvency  issue 
through  delays  and  appeals,  while  certain 
officers  were  diverting  “tens  of  thousands 
of  dollars  of  investors  to  their  pockets.” 

• 

New  Hydro  Project  in  Mexico 

One  of  the  features  of  the  great  dam 
and  irrigation  project  which  the  Mexican 
government  is  preparing  to  construct  on 
the  Yaqui  River,  in  the  State  of  Sonora, 
is  six  proposed  hydro-electric  plants. 
These  plants  will  be  located  on  the  steep 
channel  which  will  carry  water  from  the 
reservoir  created  by  the  dam,  it  is  stated. 
A  system  of  power  transmission  lines 
will  be  built  to  cities,  towns  and  indus¬ 
tries  in  a  big  section  of  Pacific  Coast 
territory.  The  entire  project  will  cost 
approximately  $4,175,000  and  approxi¬ 
mately  700,000  acres  of  land  will  be 
brought  under  irrigation.  The  dam  will 
be  located  at  Angostura. 


Illnminatlnc  Encineerinr  Society — An¬ 
nual  convention,  Statler  Hotel,  Buf¬ 
falo,  N.  Y.,  August  31-Septentiber  3. 
A.  D.  Cameron,  general  secretary,  29 
West  39th  Street,  New  York. 

Third  World  Power  Conference — Wash¬ 
ington,  D.  C.,  September  7-12.  Joel 
Wolfsohn,  executive  secretary.  In¬ 
terior  Building,  Washington,  D.  C. 

International  Association  of  Electrical 
Inspectors  —  Eastern  section.  Hotel 
New  Yorker,  New  York,  September 
8-10 ;  Northwestern  section,  Olympian 
Hotel,  Olympia,  Wash.,  September 
14-16. 

National  Electrical  and  Radio  Exposi¬ 
tion  —  Grand  Central  Palace,  New 
York,  N.  Y.,  September  9-19.  Ralph 
Neumuller,  secretary,  480  Lexington 
Avenue,  New  York,  N.  Y. 

Rocky  Monntain  Electrical  Association 
— Annual  convention,  Santa  Fe,  N.  M., 
September  21-23.  George  E.  Lewis, 
managing  directoiy  Gas  and  Electric 
Building,  Denver,  Colo. 

Association  of  Iron  and  Steel  Electrical 
Engineers  —  Annual  convention,  De¬ 
troit,  Mich.,  September  22-25.  Brent 
Wiley,  managing  director.  Empire 
Building,  Pittsburgh,  Pa. 

Empire  State  Gas  ft  Electric  Associa¬ 
tion — Annual  meeting,  Saranac  Inn, 
N.  Y.,  October  1-2.  C.  H.  B.  Chapin, 
secretary.  Grand  Central  Terminal, 
New  York,  N.  Y. 

Electrochemical  Society — Fall  meeting, 
Niagara  Palls,  Ontario,  October  7-10. 
Colin  G.  Fink,  secretary,  Columbia 
University,  New  York,  N.  Y. 


Course  in  Selling 
Large  Power  Users 

Sales  methods  identical  to  those  which 
have  sent  domestic  appliance  sales  and 
residential  load  figures  skyrocketing  are 
now  in  process  of  application  to  the  sale 
of  commercial  and  industrial  lighting, 
according  to  an  announcement  from  Har¬ 
old  H.  Green,  director  of  market  research 
for  the  Incandescent  Lamp  Department 
of  the  General  Electric  Company. 

Lighting  sales  activities  of  electric 
service  companies  and  of  the  lighting 
industry  generally  are  expected  to  in¬ 
crease,  both  in  extent  and  in  effectiveness, 
as  a  result  of  new  activities  centered 
around  a  comprehensive  sales  training 
program  for  commercial  and  industrial 
lighting  salesmen  that  will  be  ready  for 
field  use  on  a  nation-wide  basis  by 
August  1. 

Interest  of  electrical  wholesalers  and 
contractors  in  the  profit  possibilities  of 
lighting  business,  already  renewed  by  the 
current  economic  upturn,  will  be  further 
stimulated  by  the  new  training  program. 
Application  of  the  sales  strategies  and 
methods  that  have  proved  so  fruitful  in 
the  selling  of  major  electric  appliances 
such  as  refrigerators  and  ranges  to  the 
commercial  and  industrial  lighting  field 
is  the  primary  purpose  of  the  new  train¬ 
ing  program. 

LaSalle  Corporation  Service,  a  division 
of  LaSalle  Extension  University,  Chicago, 
which  developed  the  home-lighting  train¬ 
ing  and  which  had  previously  developed 
several  training  programs  for  the  spe¬ 
cialty  appliance  sales  departments  of  the 
General  Electric  Company  at  Cleveland 
and  the  Edison  General  Electric  Appli¬ 
ance  Company,  Chicago,  was  again  re¬ 
tained  to  build  the  new  commercial  and 
industrial  lighting  program. 

“This  sales  training  program  for  the 
use  of  lighting  salesmen  connected  with 
utilities,  wholesalers  and  contractors  is 
being  prepared  in  response  to  an  obvious 
need,”  said  Mr.  Green  in  announcing  the 
latest  major  activity  sponsored  by  Gen¬ 
eral  Electric  to  help  all  factors  in  the 
lighting  field  capitalize  on  the  market  for 
millions  of  dollars  worth  of  lighting 
equipment  and  billions  of  kilowatt-hours 
that  lies  just  ahead.  This  will  be  treated 
in  a  Better  Light  insert  in  the  August  1 
issue  of  Electrical  World. 


No  Grant  for  Hetch  Hetchy 

Asked  if  there  was  a  possibility  that 
new  P.W.A.  money  might  be  allotted  to 
San  Francisco  for  Hetch  Hetchy  power 
transmission.  Secretary  Ickes  said  that  he 
would  discourage  such  a  move.  The  citT 
might  be  willing,  in  his  opinion,  hut  the 
project  would  take  too  much  money. 
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Large  Output  in  Holiday  Week 
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Announcing  a  tentative  estimate  of 
1,940,000,000  kw.-hr.  for  the  output  of 
central  stations  during  the  week  ended 
J  uly  4,  the  Edison  Electric  Institute 
states  that  this  figure  is  subject  to  cor¬ 
rection  upon  receipt  of  output  state¬ 
ments  for  the  week  ended  July  11. 
While  this  estimate  represents  an  in¬ 
crease  of  17  per  cent  over  1935,  the 
comparison  is  of  little  significance  ex¬ 


cept  as  an  indication  that  operations 
continue  on  a  record-breaking  level. 

Due  to  the  Independence  Day  holiday 
occurring  on  Saturday  in  1936  compared 
with  Thursday  in  1935  it  was  to  be  ex¬ 
pected  that  the  decline  from  the  pre¬ 
ceding  week  would  be  smaller  this  year. 

Figures  for  percentage  changes  in  the 
geographic  divisions  will  be  reported 
for  the  week  of  July  4  at  the  same  time 


with  those  for  the  week  of  July  11,  it  is 
announced. 


Weekly  Output,  Millions  of  Kw.-Hr. 
1936  1935  1934 

July  4...  1, 940*  July  6...  1,655  July  7...  1.556 
June  27. .  .2,030  June  29. ..  1,772  June  30. ..  1,688 

June  20. ..  2,005  June  22 _ i,775  June  23. ..  i, 675 

June  13. ..  1,990  June  15. ..  1,743  June  16. ..  1,665 
June  6...i,945  June  8...i,724  June  9...i,655 
May  30. ..  1,922  June  I...  1,629  June  2...  1,576 
*PreIiminary  eetimate. 


Canadian  Output 
Still  Gaining 

Output  of  Canadian  central  electric 
stations  for  May  amounted  to  2,083,- 
045,000  kw.-hr.,  8  per  cent  more  than 
the  1,923,071,000  for  May,  1935.  The 
record  of  increases  over  the  correspond¬ 
ing  month  of  the  previous  year  is  un¬ 
broken  back  to  May,  1933,  when  the 
downward  trend  that  started  in  August, 
1930,  was  definitely  stopped.  The  output 
of  Quebec  was  about  1  per  cent  below 
the  last  year’s  due  to  decreased  exports 
to  Ontario,  but  the  other  provinces 
showed  increases. 

Exports  to  the  United  States  increased 
from  125,496,000  kw.-hr.  in  April  to 
130,529,000  kw.-hr.  Deliveries  to  electric 
boilers  declined  from  683,517,000  kw.-hr. 
in  April  to  578,978,000  kw.-hr.,  constitut¬ 
ing  28  per  cent  of  the  total  output. 

Consumption  of  firm  power  rose 
from  1,355,475,000  kw.-hr.  in  April  to 


1,373,538,000,  but  the  index  number, 
adjusted  for  the  number  of  days  in  the 
month  and  other  factors,  dropped  from 
177.75  to  176.34.  It  was  second,  however, 
to  the  peak  reached  in  April. 

• 

May  Output  Up 
13  per  Cent 

Energy  production  in  public  utility 
plants  during  May  exceeded  last  year’s 
for  the  same  month  by  13  per  cent,  with 
a  total  of  9,085,450,000  kw.-hr.,  accord¬ 
ing  to  the  U.  S.  Geological  Survey.  Re¬ 
vised  figures,  differing  somewhat  from 
those  published  in  the  Electrical 
World  of  June  6,  give  March  8,904,- 
143,000  kw.-hr.  and  April  8,897,812,000 
kw.-hr.  and  change  the  increase  for  the 
latter  month  from  13  to  14  per  cent. 
Water  power  contributed  43  per  cent  of 


the  May  total,  against  45  per  cent  in 
April  and  46  per  cent  in  May,  1935. 

A  pronounced  increase  is  shown  in 
output  from  fuels — 5,159,000,000  kw.- 
hr.,  against  4,301,000,000  kw.-hr.  a  year 
ago.  This  is  a  change  of  20  per  cent, 
while  hydro-electric  production  increased 
only  5.5  per  cent.  Regional  changes  in 
total  production  are  given  in  the  table. 

The  quantities  reported  by  the  Geo¬ 
logical  Survey  include  the  operations  of 
central  stations,  plants  for  electric 
traction  and  others  generating  energy 
for  public  use. 


Gains  Over  Previous  Year,  per  Cent 


Jan. 

Peb. 

Mar. 

April 

May 

United  States. 

+  11 

+  15 

+  11 

+  14 

H 

1-13 

New  England . . 

+  3 

+  9 

—  1 

+  6 

-  7 

Middle  AUanUc. 

+  15 

+  10 

+  13 

-12 

B.  No.  Central. 

+  13 

+  14 

+ia 

+  16 

- 

-16 

W.  No.  Central. 

—  2 

+  8 

-  2 

South  Atlantic. 

+  20 

+  23 

+  18 

+  23 

. 

-18 

B.  So.  Central. . 

+  9 

+  9 

+  9 

+  10 

- 

-19 

W.  So.  Central. 

+  10 

+  16 

+  12 

+  12 

-14 

Mountain . 

+  19 

+  17 

+  20 

+  24 

. 

-28 

Pacific . 

+  14 

+  18 

+  13 

+  16 

- 

-14 
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Great  Lakes  Exposition  Lightinf 


Preview  of  a  portion  of  the  striking  lighting  lay:^ 
Lakes  Exposition,  now  well  under  way  at  Lieve'a: 


Hmrt  A.  Skimet 

Newest 

Lightning  Photograph 

Lightning  and  the  70- 
story  building  of  Radio 
Corporation  of  America 
photographed  May  13  at 
about  6:45  p.  m. 


Foundation  for 
Grand  Coulee 

As  governmental  commis¬ 
sions  seek  markets  for  its 
future  power  output,  con¬ 
struction  crews  at  Grand 
Coulee  Dam  push  the  dam 
face  550  ft.  in  the  air 
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Not  Monsters  in  a  Cage 


Liitcttn  BUetrie  ( 


}  ^  — 


Instead,  two  arc-welding  operators  at  Riverside  plant  of  American  Concrete  & 
Steel  Pipe  Company  join  steel  with  steel  to  reinforce  16-ft.  concrete  aqueduct 


Great 


3,000,000-Volt 
Test  Plant 

At  Nuremburg, 
Germany,  the  Sie¬ 
mens  -  Schuckert 
Company  has  just 
constructed  this 
open-air  surge 
testing  plant  with 
maximum  rating 
of  3,000,000  volts 


Werkfoto  SietHtHM 
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M.  E.  Leeds  Receives 
Two  Signal  Honors 

Morris  E.  Leeds,  president  of  Leeds 
&  Northrup  Company,  Philadelphia,  has 
been  made  the  recipient  of  the  Henry 
Laurence  Gantt  Cold  Medal  awarded 
annually  by  the  Institute  of  Manage¬ 
ment  “for  distinguished  achievement  in 
industrial  management  as  a  service  to 


M.  E.  Leeds 


the  community.”  Henry  S.  Dennison, 
who  received  the  award  in  1932,  pre¬ 
sented  the  medal  to  Mr.  Leeds  at  a  joint 
dinner  of  the  Institute  of  Management 
and  the  American  Management  Associa¬ 
tion  held  recently  in  New  York. 

Long  a  keen  student  of  human  rela¬ 
tions  in  industry,  Mr.  Leeds  is  widely 
known  for  his  far-sighted  philosophy  of 
the  factors  which  underlie  harmony  be¬ 
tween  employer  and  employee.  The 
Leeds  &  Northrup  Company,  which  he 
founded  in  1899,  has  been  the  proving 
ground  for  Mr.  Leeds’  forward-reaching 
ideas. 

Another  honor  was  bestowed  upon 
Mr.  Leeds  when  the  Polytechnic  Insti¬ 
tute  of  Brooklyn  awarded  him  the  hon¬ 
orary  degree  of  doctor  of  engineering. 
The  citation  read:  “Morris  Evans  Leeds, 
scientist,  inventor  and  pre-eminent  in¬ 
dustrial  leader,  builder  of  precision 
instruments  for  scientific  measurements 
and  control,  in  the  industry  which  you 
lead  you  have  united  the  highest  crafts¬ 
manship  with  the  deepest  scientific 
theories;  around  both  you  have  organ¬ 
ized  human  effort  inspired  by  the  lofti¬ 
est  social  ideals.  Public  servant  in 


industry,  in  education  and  in  labor  re¬ 
lationships,  you  have  won  the  affection 
and  high  regard  of  craftsmen,  scientists, 
engineers,  managers  and  the  public.” 

• 

New  Boston  Edison 
Managers  Appointed 

Further  to  decentralize  administration 
and  increase  local  responsibility,  Ed¬ 
ward  E.  Slattery  and  Edward  A.  Gis- 
burne  became  managers  of  two  new 
districts  established  by  the  Boston  Edi¬ 
son  Company  on  July  1.  The  positions 
carry  the  responsibility  for  all  phases 
of  the  company’s  business  in  the  new 
areas  set  up,  following  valuable  results 
in  other  portions  of  the  territory.  Mr. 
Slattery  took  over  South  Boston  and 
portions  of  Dorchester  centering  around 
Neponset,  Ashmont,  Fields  and  Uphams 
Corners,  and  Mr.  Gisburne  supervises 
Milton,  Mattapan,  Codman  Square  and 
the  Dorchester  Lower  Mills  area. 

Mr.  Slattery  has  been  employed  by 
the  company  for  30  years,  for  some  time 
having  been  assistant  head  of  the  lamp 
department  and  since  1933  district  mer¬ 
chandising  sales  manager.  He  has  been 
active  in  the  Metropolitan  Electrical 
League  of  Boston.  Mr.  Gisburne  is  a 
native  of  Providence,  R.  L,  and  has 
a  newspaper  background  and  notable 
career  in  the  U.  S.  Navy,  being  the  re¬ 
cipient  of  the  Congressional  Medal  of 
Honor  for  conspicuous  gallantry  at 
Vera  Cruz,  where  he  lost  a  leg  in  ef¬ 
fecting  the  rescue  of  a  wounded  com¬ 
rade.  His  connection  with  the  Boston 
company  has  included  advertising  service 
and  radio  broadcasting. 

►  Rube  McKnicht,  local  manager  for 
the  Kentucky  Utilities  Company  at  Cen¬ 
tral  City,  Ky.,  has  been  promoted  to 
manager  of  the  Earlington,  Ky.,  district, 
succeeding  M.  E.  Johnson.  Mr.  Johnson, 
who  has  been  manager  in  Madisonville 
for  2V^  years,  has  been  offered  the  posi¬ 
tion  of  manager  of  the  company’s  plant 
at  Franklin,  Ky. 

►  John  H.  Mead,  manager  of  Pomona 
division  of  the  Southern  California  Edi¬ 
son  Company  since  1932,  has  been  ap¬ 
pointed  assistant  division  manager  at 
Long  Beach  and  will  be  succeeded  by 
H.  V.  Busby,  now  assistant  division  man¬ 
ager  at  Santa  Monica.  W.  P.  Shaffer, 
now  assistant  division  manager  at  Long 
Beach,  has  been  appointed  district  man¬ 
ager  at  Covina,  succeeding  R.  C.  Hanna, 


who  is  to  retire  September  1.  A  suc¬ 
cessor  to  Mr.  Busby  at  Santa  Monica  is 
to  be  named  later.  Mr.  Hanna  is  retir¬ 
ing  after  more  than  34  years  of  service 
with  the  company.  Mr.  Mead,  Mr. 
Busby  and  Mr.  Shaffer  all  have  been 
members  of  the  Edison  commercial  staff 
for  many  years. 

• 

Pacific  Power  Appoints 
Bragg  General  Manager 

George  T.  Bragg,  assistant  general 
manager  of  Pacific  Power  &  Light  Com¬ 
pany,  Portland,  Ore.,  under  L.  A. 
McArthur,  vice-president  and  general 
manager,  has  been  appointed  general 
manager  of  the  company.  Mr.  Mc¬ 
Arthur  retains  the  vice-presidency  and 
an  active  part  in  the  company’s  affairs, 
principally  respecting  matters  of  policy. 
Mr.  Bragg  will  relieve  him  of  much  of 
the  detail  work  of  the  actual  manage¬ 
ment. 

Mr.  Bragg  was  born  in  Hood  River, 
Ore.,  and  received  his  early  schooling 


G.  T.  Bragg 


there.  In  1916  he  entered  the  employ 
of  the  company  as  clerk  in  the  Hood 
River  office,  subsequently  moving  to 
several  other  districts.  In  1920  he  re¬ 
fused  a  position  as  district  manager  in 
one  of  the  districts  to  enter  the  Uni¬ 
versity  of  Washington.  On  graduating 
from  that  institution  in  1924  he  again 
joined  the  company,  this  time  in  the 
general  office  in  Portland  as  chief  clerk 
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in  the  operating  department.  Here  he 
has  held  successively  the  positions  of 
personnel  manager  and  assistant  gen¬ 
eral  manager. 

• 

G.  W.  Madison  of  Portland 
Made  Merchandise  Manager 

George  W.  Madison,  for  many  years 
supervisor  of  salesmen  for  Portland 
General  Electric  Company,  Portland, 
Ore.,  has  been  promoted  to  be  mer¬ 
chandise  manager.  Mr.  Madison  joined 
the  Portland  company  in  1927  as  an 
appliance  salesman.  He  was  made 
supervisor  in  1930.  His  experience 
with  the  sale  of  electrical  merchandise 
dates  back  to  1917,  when  he  began  a 
I  five-year  tenure  of  a  position  in  the 
j  merchandise  department  of  the  West- 
i  inghouse  Electric  &  Manufacturing 
I  Company  in  Seattle.  In  1922  he  went 
'  to  Portland  as  salesman  for  Stubbs 


C.  W.  Madison 


Electric  Company,  where  he  remained 
until  he  joined  the  merchandising  de¬ 
partment  of  Portland  General  Electric 
Company  under  A.  C.  McMicken,  gen¬ 
eral  sales  manager. 

Coincident  with  the  promotion  of  Mr. 
Madison,  Fred  G.  Starrett  was  made 
supervisor  of  the  merchandise  salesmen. 
Mr,  Starrett  joined  the  company  four¬ 
teen  years  ago  and  for  the  past  ten 
years  has  been  associated  with  the  sales 
department. 

• 

^Jeremiah  Lynch,  long  merchandising 
manager  of  the  Westinghouse  Electric  & 
Manufacturing  Company,  for  New  Eng¬ 
land,  has  been  appointed  district  man¬ 
ager  of  the  company  with  headquarters 
at  New  Haven,  Conn.  Mr.  Lynch  was 
formerly  connected  with  the  Westing- 
house  interests  at  Buffalo,  N.  Y.,  joining 


in  1912  as  a  salesman;  for  several  years 
he  was  a  lighting  salesman  for  the 
George  Cutter  Company,  South  Bend, 
Ind.,  covering  the  East,  and  for  a  time 
was  with  the  Hamilton  Beach  Carpet 
Washer  Company  in  New  York  City. 
Since  1922  he  has  been  with  the  West¬ 
inghouse  company  at  Boston  in  mer¬ 
chandising  and  lighting  service. 

►  George  L.  Sexton,  formerly  vice- 
president  and  general  manager  of  Bond 
Electric  Corporation,  has  recently  organ¬ 
ized  the  Long  Hill  Laboratories.  Mr. 
Sexton  is  president  and  general  manager 
of  the  new  company  with  offices  in  Long 
Hill,  Conn.,  and  in  New  York  City.  The 
new  organization  will  specialize  in  the 
manufacture  of  a  number  of  items  for 
the  electrical  field. 

►  Charles  F.  Hunter  of  Goshen,  Ind., 
has  been  appointed  manager  of  the  Elk¬ 
hart  district  of  the  Northern  Indiana 
Public  Service  Company.  Mr.  Hunter 
takes  the  place  of  Dale  Merchant,  re¬ 
signed.  Mr.  Hunter  has  been  manager 
of  the  Goshen  division. 

►  Earl  W.  Cashman,  formerly  service 
manager  of  the  Graybar  Electric  Com¬ 
pany,  Inc.,  at  Chicago,  has  been  trans¬ 
ferred  to  New  York  in  the  capacity  of 
service  manager.  Mr.  Cashman’s  service 
with  the  company  dates  back  to  1912. 
Roland  D.  Paine,  formerly  service  man¬ 
ager  at  Cleveland,  has  been  transferred 
to  Chicago  as  service  manager  and  Adam 
E.  Kostulski  has  been  appointed  service 
manager  at  Cleveland.  Mr.  Paine  started 
with  the  company  in  1923  and  Mr.  Kos¬ 
tulski  in  1907.  Karl  Benard  Mayer 
has  been  appointed  sales  manager  of  the 
Akron  branch. 

►  W.  W.  Lewis,  engineer  with  the  Gen¬ 
eral  Electric  Company,  received  an 
honorary  degree  of  doctor  of  science 
from  the  University  of  Colorado,  his 
alma  mater.  Mr.  Lewis  was  honored  for 
his  creative  work  and  achievements  deal¬ 
ing  with  high  voltage.  He  is  a  recog¬ 
nized  authority  on  lightning,  power 
transmission,  and  high-voltage  problems. 

►  John  A.  Walsh,  power  sales  engineer 
of  the  Savannah  Electric  &  Power  Com¬ 
pany,  has  been  transferred  to  the  Virginia 
Electric  &  Power  Company.  Mr.  Walsh 
will  be  assigned  to  the  Suffolk  area  and 
will  work  on  rural  electrification.  He  has 
been  associated  with  the  Savannah  com¬ 
pany  since  November,  1930. 

►  Harry  E.  Wilkins,  district  power  sales 
engineer.  New  England  Power  Associa¬ 
tion,  Salem,  Mass.,  has  been  elected 
chairman  of  the  New  England  Associa¬ 
tion  of  Central  Station  Power  Sales  En¬ 
gineers  for  the  coming  year.  Eben 
Haskell,  district  sales  engineer  at 
Lowell,  has  been  made  vice-president, 
and  Harold  E.  Ayer,  industrial  sales  en¬ 
gineer,  Lynn  Gas  &  Electric  Company, 
has  been  elected  secretary-treasurer. 


Arthur  Prager  Promoted 
to  Vice-Presidency 

Arthur  Prager,  general  manager  of 
the  Albuquerque  (N.  M.)  Gas  &  Elec¬ 
tric  Company  since  1919,  has  been  ad¬ 
vanced  to  vice-president,  while  retain¬ 
ing  his  managerial  duties.  Mr.  Prager 
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Arthur  Prager 

went  to  Albuquerque  from  Trinidad, 
Colo.,  in  1911  and  worked  for  the  com¬ 
pany  for  several  years.  He  was  then 
transferred  to  Springfield,  Mo.  Follow¬ 
ing  military  service  in  the  World  War, 
he  returned  to  Albuquerque  as  manager. 

Mr.  Prager  is  a  member  of  the  execu¬ 
tive  committee,  eleventh  district,  Thomas 
Alra  Edison  Foundation.  He  has  been 
prominent  as  a  civic  leader  in  Al¬ 
buquerque. 

• 

OBITUARY 

^  Harry  H.  Balkam,  illuminating  en-^ 
gineer  of  the  Brooklyn  Edison  Com¬ 
pany,  died  June  29  at  his  home  in 
Brooklyn,  N.  Y.,  after  a  long  illness.  He 
was  born  in  Washington,  D.  C.,  40 
years  ago.  Mr.  Balkam  was  a  mem¬ 
ber  of  the  Illuminating  Engineering  So¬ 
ciety  of  New  York  and  the  Electrical 
Association  of  New  York. 

►  Millard  B.  Kitt,  a  retired  business 
man  of  New  Rochelle,  N.  Y.,  died 
June  13,  of  a  heart  attack,  while  visit¬ 
ing  at  the  home  of  his  brother  in  Jersey 
City.  He  was  born  in  Canton,  Ohio,  67 
years  ago.  Mr.  Kitt  was  associated 
with  the  Edison  Laboratories  during  the 
early  years  when  Mr.  Edison  was  de¬ 
veloping  the  phonograph.  Later  he  was 
associated  with  Frank  J.  Sprague  in  the 
development  of  the  Sprague  electric  ele¬ 
vators.  Afterward  Mr.  Kitt  was  active 
in  the  automatic  sprinkler  business.  Mr. 
Kitt  was  a  member  of  the  Edison 
Pioneers  and  the  Advertising  Club  of 
New  York. 
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National  Power  Show 
Has  Many  Exhibitors 

The  Power  Show — Twelfth  National 
Exposition  of  Power  and  Mechanical 
Engineering,  to  be  held  during  the  week 
of  November  30,  1936,  at  Grand  Central 
Palace,  in  New  York  City — will  be,  in 
terms  of  space  reserved,  a  bigger  show 
than  was  the  last  one.  Present  improved 
economic  conditions  and  the  widespread 
need  for  replacement  of  old  machinery 
combine  to  arouse  public  interest  in 
power  equipment  and  its  accessory  ma¬ 
terials  this  year. 

Among  the  exhibitors  will  be  the  fol¬ 
lowing  companies: 

Allen-Sherman-Hoff,  Allis-Chalmers  Manu¬ 
facturing,  American  Brass,  American  Bridge, 
American  Car  &  Foundry,  American  Sheet 
&  Tin  Plate,  American  Steel  &  Wire,  Auto¬ 
matic  Switch,  Babcock  &  Wilcox,  Babcock  & 
Wilcox  Tube,  Bailey  Meter,  Black  &  Decker 
Manufacturing,  Breuer  Electric  Manufactur¬ 
ing,  Bristol  Company,  Brown  Instrument, 
Bull  Dog  Electric  Products,  Carnegie-Illinois 
Steel,  Chapman  Valve  Manufacturing,  Com¬ 
bustion  Engineering,  Crane  Company,  Cutler- 
Hammer,  Cyclone  Fence,  Dampney  Com¬ 
pany  of  America,  Foster  Wheeler,  General 
Electric,  Grinnell  Company,  Hedges-Walsh- 
Weidner,  Heine  Boiler,  International  Nickel, 
Johns-Manville,  Jones  &  Laughlin  Steel, 
Keasbey  &  Mattison,  Leeds  &  Northrup, 
Lunkenheimer  Company,  Republic  Flow 
Meters,  Revere  Copper  &  Brass  Inc.,  Scovill 
Manufacturing,  The  Texas  Company,  Tide 
Water  Oil,  United  States  Steel  Subsidiaries, 
Van  Dom  Ellectric  Tool,  Walworth  Company, 
Ward  Leonard  Electric,  Weston  Electrical 
^Instrument,  Yale  &  Towne  Manufacturing, 
*and  Youngstown  Sheet  &  Tube. 

• 

Refrigerator  Sales 
Up  by  76,930  in  May 

Domestic  sales  of  electric  household 
refrigerators  in  May  totaled  299,518 
units,  valued  at  $24,415,267,  compared 
with  222,588  units,  valued  at  $16,656,- 
789,  in  the  corresponding  period  last 
year,  according  to  a  report  issued  June 
27  by  the  National  Electrical  Manufac¬ 
turers  Association.  In  the  first  five 
months  of  this  year  1,095,812  units  with 
a  valuation  of  $89,696,148,  were  sold, 
against  858,993  units,  valued  at  $66,- 
194.073,  in  the  same  period  last  year. 

World  sales  of  twenty  companies 
in  May  totaled  320,137  units,  valued  at 
$25,976,350,  compared  with  237,609 
units,  valued  at  $17,783,417,  in  the  cor¬ 
responding  period  last  year.  In  the  first 


five  months  of  this  year  world  sales  con¬ 
sisted  of  1,175,040  units,  with  a  valua¬ 
tion  of  $95,495,631,  compared  with  912,- 
587  units,  valued  at  $70,366,347,  in  the 
first  five  months  of  1935. 

Oregon  Firm  Plans  Big 
Sales  Drive  This  Year 

So  successful  was  last  year’s  advertis¬ 
ing  and  sales  campaign  for  electric  ranges 
that  an  even  more  aggressive  drive  will 
be  carried  on  this  year  by  the  Portland 
General  Electric  Company.  As  in  the 
past,  newspaper  advertising  will  be  ex¬ 
tensively  used.  Because  of  better  busi¬ 
ness  conditions  the  company  expects  to 
sell  around  $750,600  worth  of  electric 
ranges. 

• 

Oil  Burner  Load  Grows 

Shipments  of  oil  burners  during  May 
surpassed  those  of  a  year  ago  by  25  per 
cent,  according  to  the  monthly  report 
of  the  Department  of  Commerce,  based 
on  data  furnished  by  152  identical 
manufacturers.  The  quantities  were: 
May,  1936,  12,204  units;  April,  1936, 


10,042  units;  May,  1935,  9,733  units; 
May,  1934,  8,051  units.  Five-month 
totals  were:  in  1936,  45,509;  in  1935, 
33,058;  in  1934,  26,476. 

Directly  affecting  the  domestic  en¬ 
ergy  sales  of  central  stations  is  the 
number  of  units  of  the  domestic  me¬ 
chanical  draft  type  shipped  within  the 
United  States.  It  shows  a  similar  in¬ 
crease:  May,  1936,  9,727  units;  AprU, 
1936,  7,641  units;  May,  1935,  7.507 
units;  May,  1934,  6,612  units. 

• 

Motor  Production 
Exceeds  1929  Levels 

Production  at  the  plant  of  the  Master 
Electric  Company,  manufacturer  of  elec¬ 
tric  motors  from  10  to  100  hp.,  has  been 
running  ahead  of  the  1929  level  during 
the  past  two  months,  according  to  W.  R. 
Clements,  vice-president  and  sales  man¬ 
ager.  For  the  entire  current  year,  up  to 
the  present,  production  has  been  close 
to  1929,  and  by  the  end  of  the  present 
year  production  will  be  as  good  as,  if 
not  better  than,  1929,  Mr.  Clements  said. 

While  some  departments  are  running 


TRACTOR  WHEELS  ELECTRICALLY  HEAT-TREATED 


Electric  furnace  at  Cleveland  Tractor  Company  plant  is  rated  at  75  kw., 
operates  at  a  maximum  temperature  of  1,850  deg.  F.  and  takes  care  of  56 
tractor  wheels  per  hour.  A  rotating  hanging  rack  assures  uniform,  rapid 
heating  from  side  wall  and  center  furnace  elements. 
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overtime,  the  balance  of  the  factory  is 
running  on  a  45-hour  week. 

^  “Our  production  is  in  a  healthy  con¬ 
dition,”  said  Mr.  Clements,  “and  for 
I  the  past  two  months  we  have  been  run¬ 
ning  way  ahead  of  1929.  Of  course,  it 
must  be  remembered,  too,  that  we  have 
added  considerably  to  our  line  of  prod- 
!  ucts.  In  1929  the  largest  motor  we  made 
was  only  1  hp.,  while  now  our  largest 
is  100  hp.  Then,  too,  the  gear-head  mo¬ 
tors  have  come  into  more  prominence 
since  1929.  In  short,  we  have  more  to 
sell  today.” 

Mr.  Clements  indicated  that  there  is 
an  acute  shortage  in  the  supply  of  com¬ 
petent  tool  and  die  makers  in  Dayton. 
This  condition  has  been  caused  by  the 
demand  for  toolmakers  in  connection 
with  the  1937  automotive  production, 
many  parts  being  made  there. 

Culler-Hammer  Moves 
to  New  Quarters 

The  Los  Angeles  sales  office  of  Cutler- 
Hammer,  Inc.,  Milwaukee,  Wis.,  manu¬ 
facturer  of  electric  motor-control  ap¬ 
paratus,  has  moved  to  new  quarters  at 
1331  Santa  Fe  Avenue,  Los  Angeles, 
Calif.  Here  the  company  will  continue 
to  carry  a  complete  stock  of  C-H  stand¬ 
ardized  motor  control,  safety  switches 
and  electrical  specialties  for  quick  de¬ 
livery.  This  office  is  in  charge  of  W.  G. 
Tapping,  who  has  had  wide  experience 
in  handling  the  complete  line  of  Cutler- 
Hammer  control  apparatus. 


Air-Conditioning  Orders  Up 


The  Commerce  Department  reported 
that  the  total  value  of  orders  booked  by 
98  air  conditioning  manufacturers  dur¬ 
ing  May  amounted  to  $4,412,681,  com¬ 
pared  with  $3,264,602  in  April,  an  in¬ 
crease  of  3.2  per  cent. 

Of  the  total  value  of  orders  booked 
$2,570,007  represented  the  value  of  the 
air  conditioning  group,  $1,278,684  the 
value  of  the  fan  group  and  $563,990  the 
value  of  the  unit  heater  group. 

• 

Connecticut  Company  Moves 

Announcement  has  been  made  that 
the  Connecticut  Electric  Manufacturing 
Company  has  moved  its  plant  from 
Bridgeport  to  Bantam. 


New  York  Metal  Prices 
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Field  Reports  on  Business 

Reports  to  Electrical  World  from  the  field  indicate  that  business 
has  finally  begun  to  slide  in  the  manner  expected  during  the  summer. 
The  dip  was  long  overdue  and,  for  that  reason,  more  prorwunced  than 
might  otherwise  be  the  case.  Steel  and  electric  energy  production 
figures  clearly  mirror  the  decline.  However,  there  is  less  worry  about 
such  things  at  the  moment  than  about  threats  of  labor  troubles. 


NEW  ENGLAND 

Business  in  this  area  continues  well 
above  last  year’s  level,  and  in  the  electrical 
field  excellent  diversification  features  the 
market.  Utilities  are  buying  actively  for 
pole  line  maintenance  and  extension  work 
and  delayed  failures  resulting  from  the 
late  flood  are  bringing  occasional  orders 
for  cable  and  subway  type  transformers 
into  prominence.  The  Connecticut  Light 
&  Power  Company  will  rebuild  its  Scotland 
Dam  hydro-electric  plant,  wrecked  in  large 
part  during  the  flood,  installing  a  2,000- 
kw.  unit  on  this  site.  Power  companies’ 
loads  are  growing  fast  and  engineering  de¬ 
partments  are  studying  plant  capacities 
carefully  with  the  longer  view  in  mind. 
Plans  are  afoot  for  extending  the  under¬ 
ground  distribution  system  of  the  Reading 
municipal  light  department  and  the  Cam¬ 
bridge  Electric  Light  Company  is  about  to 
establish  a  new  office  with  advanced  dis¬ 
play  facilities  on  Church  Street,  near  Har¬ 
vard  Square.  Of  interest  to  the  later  market 
for  wiring  supplies  is  the  $2,500,000  P.W.A. 
housing  project  now  launched  at  Cam¬ 
bridge  and  known  as  New  Towne  Court. 

Industrial  buyers  are  active.  Last  week 
the  Boston  office  of  the  General  Electric 
Company  sold  over  1,200  hp.  in  motors  for 
attachment  to  productive  machinery.  Man¬ 
ufacturers  of  industrial  heating  apparatus 
report  increased  activity,  including  a  90-kw. 
annealing  furnace  and  a  50-kw.  industrial 
oven  for  Massachusetts  service,  and  three 
steel-treating  furnaces  for  use  outside  New 
England.  Sales  of  domestic  appliances  con¬ 
tinue  to  amaze  the  trade  as  to  their  volume, 
and  the  Vermont  report  received  at  Mc¬ 
Graw-Hill  offices  in  Boston  records  that 
86.5  per  cent  of  the  state  quota  in  electric 
refrigerator  sales  has  been  reached  for  1936. 
So  far  1,645  units  have  been  sold  there, 
compared  with  1,034  for  the  same  period 
a  year  ago.  The  impetus  of  the  Better 
Light-Better  Sight  campaign  is  still  appar¬ 
ent  in  domestic  and  commercial  fields. 

CHICAGO 

Business  and  industrial  activity  was  at 
high  tide  last  week  as  the  half  year  mark 
was  passed.  The  trade  barometer  pene¬ 
trated  all  previous  high  points  established 
in  the  last  six  years  and  stands  at  a  level 
30  per  cent  higher  than  at  this  stage  in 
1935.  More  important,  it  is  slightly  higher 
than  last  December — the  period  when  busi¬ 
ness  is  normally  running  at  its  best  pace 
of  the  year.  The  most  forceful  testimony 
to  the  vigor  of  the  recovery  movement  is  its 
accomplishment  in  spite  of  the  high  degree 
of  political  uncertainty. 

Outstanding  among  projects  involving 
electrical  equipment  is  the  $5,000,000  steam¬ 
generating  station  announced  for  the  Car- 
negie-Illinois  steel  mill  in  South  Chicago. 
Purchases  of  central-station  supplies  have 
picked  up  nicely  and  present  indications 
are  for  even  greater  activity.  Sales  of  light¬ 
ing  equipment  are  steadily  increasing.  One 
order  reported  includes  81  1,000-watt  and 
33  500-watt  fixtures  and  another  for  90  500- 
watt  and  eight  1,000-watt  units.  An  en¬ 
couraging  feature  is  the  large  number  of 


fixtures  being  replaced  by  units  of  higher 
wattage.  Air-conditioning  installations  in 
Chicago  for  the  first  six  months  numbered 
225  with  a  capacity  of  4,280  kw.  and  repre¬ 
sent  a  25  per  cent  increase  over  the  cor¬ 
responding  period  last  year. 

Electrical  wholesalers  in  this  area  re¬ 
port  an  increase  in  sales  of  13  per  cent  over 
the  previous  month  and  45  per  cent  over 
the  same  month  last  year. 

NEW  YORK 

Except  for  the  threat  of  serious  labor 
troubles,  business  might  take  a  mid-summer 
dip  in  industrial  activity  with  equanimity. 
It  is  doubtful  if  even  the  Presidential  race 
would  be  upsetting  at  this  juncture  because 
the  seasonal  decline  was  held  off  far  beyond 
the  normal  time  this  year  and  the  business 
indexes  remain  at  exceptionally  high  levels. 

Nevertheless,  there  has  been  a  tapering 
off.  Output  of  steel  ingots  dropped  this 
week  to  64  or  65  per  cent  of  capacity  against 
74  per  cent  a  week  ago.  The  decline  was 
overdue  as  users  had  been  buying  to  build 
up  inventories  before  higher  prices  went  into 
effect  July  1  and  to  get  ahead  of  the  poten¬ 
tial  labor  difficulties. 

Something  of  the  same  sort  is  true  of 
electric  energy  production,  which  hit  the 
astronomical  total  of  2,029,639,000  kw.-hr.  in 
the  week  ended  June  27,  but  dropped  back 
to  1,940,000,000  (estimated)  in  the  July  4 
week.  There  was  the  holiday  interruption 
and,  moreover,  there  were  no  political  con¬ 
ventions  to  keep  radios  going  at  all  hours  of 
the  day  or  night  in  the  latest  week. 

PACIFIC  COAST 

The  value  of  building  permits  shows  an 
increase  of  30  per  cent  in  volume  for  San 
Francisco  for  the  past  half  year  as  compared 
with  the  first  half  of  1935,  a  15  per  cent 
decrease  for  Los  Angeles  and  an  80  per  cent 
increase  for  Oakland.  Wholesalers  report 
business  to  be  good,  well  proportioned  for 
lines,  with  appliances  having  a  little  the 
better  of  it  and  well  distributed  throughout 
districts,  especially  in  the  Los  Angeles  and 
San  Diego  areas.  Fresno  also  is  a  brisk  area 
with  sufficient  residence,  apartment  and  light 
industrial  work  to  cause  an  actual  famine 
of  electricians.  Railroads  report  transcon¬ 
tinental  streamlines  booked  for  months  in 
advance,  and  shop  crews  are  working  over¬ 
time  on  electrical  equipment  of  new  stream¬ 
line  fleets.  Mines  are  leading  electrical 
buyers  among  industrial  groups,  covering 
dredges,  compressors  and  power  extension 
lines. 

San  Francisco  has  been  allotted  a  $2,000.- 
000  parcel  post  building,  Fresno  a  $900,000 
post  office  and  Los  Angeles  a  $600,000  immi¬ 
gration  building.  Key  summer  resorts  are 
installing  new  electric  cooking.  The  offices 
of  the  Santa  Fe  railroad  in  San  Francisco 
confirm  this  source  of  interior  city  pros¬ 
perity,  which,  together  with  such  factors  as  a 
25  per  cent  increase  in  carload  fruit  and 
vegetable  shipments,  will  be  reflected  in  such 
campaigns  as  July  refrigeration.  Down¬ 
town  store-front  renmdeling,  long  dormant, 
is  providing  many  excellent  electrical  con¬ 
tracting  jobs. 
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PRICE  TREND  OF  37 
POWER  AND  LIGHT 
COMMON  STOCKS 


Extensive  Utility 
Refunding  Continues 

Refinancing  continued  throughout  the 
last  week. 

Public  Service  Electric  &  Gas  Com¬ 
pany,  subsidiary  of  Public  Service  Cor¬ 
poration  of  New  Jersey,  has  filed  a 
registration  statement  with  S.E.C.  cov¬ 
ering  $26,000,000  3%  per  cent  first 
and  refunding  mortgage  bonds,  due 
1966.  Proceeds  of  the  bonds  sold  pri¬ 
vately,  together  with  funds  from  the 
company’s  treasury,  will  be  used  to  re¬ 
deem  on  July  15  at  102V^  $26,000,000  4 
per  cent  first  and  refunding  mortgage 
bonds. 

Actual  preparations  for  public  offer¬ 
ings  are  under  way  for  $30,000,000  of 
New  York  Edison  Company  bonds  in 
extensive  refinancing. 

Otter  Tail  Power  Company  has 
offered  $3,000,000  of  first  mortgage  4 
per  cent  bonds  due  July  1,  1961,  at  par 
and  accrued  interest.  The  proceeds, 
together  with  those  received  from  the 
sale  of  $600,000  of  3  per  cent  secured 
notes  due  in  1941,  will  be  used  to  re¬ 
tire  the  entire  funded  debt  of  the  com¬ 
pany,  consisting  of  $1,080,500  of 
per  cent  first  mortgage  bonds,  series 
B;  $2,481,500  of  5  per  cent  first  mort¬ 
gage  bonds,  series  E,  and  $224,500  of  4 
per  cent  first  mortgage  bonds,  series  G. 

Arkansas  Louisiana  Gas  Company  re¬ 
cently  filed  with  the  S.E.C.  a  registra¬ 
tion  statement  for  $10,000,000  first 
mortgage  4  per  cent  bonds,  the  proceeds 
to  be  used  in  refunding  operations. 

Indianapolis  Water  Company  has 
filed  with  the  S.E.C.  a  registration  state¬ 
ment  for  $13,875,000  first  mortgage  30- 
year  3^2  per  cent  bonds,  proceeds  to  be 
used  in  refunding  securities  of  higher 
interest  rate.  - 


Stocks  Continue  Upward  Swing 


Electric  light  and  power  stocks 
maintained  their  upward  swing 
during  the  past  week.  Stocks 
advanced  from  36.5  to  37.7. 


Oklahoma  Company  Loses 
Sales  Tax  Suit 

Affirming  a  ruling  of  the  Oklahoma 
County  District  Court,  the  state  Supreme 
Court  held  recently  against  the  conten¬ 
tion  of  the  Oklahoma  Gas  &  Electric 
Company  that  the  sales  tax  should  not 
apply  to  electricity  sales  to  the  state, 
counties,  cities,  churches,  charitable  in¬ 
stitutions,  school  buildings,  lodges,  hos¬ 
pitals  and  fraternal  organizations.  The 
utility  brought  suit  to  recover  taxes  paid 
under  protest. 

Although  admitting  the  body  of  the 
sales  tax  statute  of  1933  might  be  in¬ 
terpreted  as  exempting  these  classifica¬ 
tions,  the  high  court  maintained  the  title 
indicated  inclusion  of  all  electricity  sold. 


proposes  to  acquire  the  stock  at  $45  a 
share  in  partial  payment  of  $991,500  of 
notes  of  its  subsidiary.  The  balance  of 
the  notes  to  Middle  West  Corporation 
are  to  be  discharged  with  the  proceeds  of 
the  sale  of  twenty-year  4^/^  per  cent 
series  A  bonds  of  Copper  District  Power 
Company. 


S.E.C.  Allows  Associated 
Gas  Withdrawal  of  Pleas 

Associated  Gas  &  Electric  Company 
has  been  granted  permission  by  the  S.E.C. 
to  withdraw  66  applications  for  exemp¬ 
tion  from  provisions  of  the  Public  Utility 
Act  of  1935  made  on  behalf  of  subsidiary 
companies.  The  commission  said  that  it 
understood  the  company  “asked  for  the 
withdrawals  because  of  its  belief  that  the 
actions  were  not  now  warranted  in  view 
of  the  fact  that  no  parent  of  any  of  the 
companies  is  a  registered  holding  com¬ 
pany  and  because  of  the  expense  of  so 
many  hearings.” 


Florence,  Alabama  System 
May  Be  Sold  This  Week 

J.  W.  Johnson  of  the  Federal  Power 
Commission  in  Washington  may  be  asked 
to  take  the  position  as  manager  of  the 
new  municipal  plant  at  Florence,  Ala. 
Mayor  Lee  Gleen  went  to  Washington 
to  confer  with  Johnson  following  ap¬ 
proval  of  the  purchase  of  the  Alabama 
Power  Company’s  system  by  the  Ala¬ 
bama  Public  Service  Commission.  Actual 
transfer  was  set  for  July  10,  when  the 
city  was  to  start  using  T.V.A.  power. 

During  the  next  few  months  approxi¬ 
mately  $50,000  is  expected  to  be  spent 
rehabilitating  and  expanding  the  system, 
city  officials  said. 


Consumer  Markets 
Data  Handbook,  1936 

Under  this  title  the  Bureau  of  For¬ 
eign  and  Domestic  Commerce  has  is¬ 
sued  a  book  of  373  pages,  consisting 
in  large  part  of  statistical  tables  bear¬ 
ing  on  sales  potentialities.  Much  of 
the  information  is  broken  down  by 
counties — population;  retail  and  whole¬ 
sale  sales;  service,  amusement  and  ho¬ 
tel  receipts;  postal  receipts;  income 
tax,  motor  vehicles,  telephones,  farms; 
AAA  payments ;  emergency  relief.  In 
addition  there  are  state,  national  and 
city  statistics,  relating  to  business  tele¬ 
phones,  gas  and  electric  customers, 
homes  having  radios,  savings  deposits, 
new  life  insurances  and  other  items, 
affording  a  comparison  of  different  areas 
according  to  the  latest  available  data. 

The  book  supplies,  in  convenient  form, 
a  mass  of  information  useful  to  the 
market  analyst. 


Two  Ohio  Utilities  Merge 

Application  for  the  merger  of  the 
Union  Gas  &  Electric  Company  with 
the  Cincinnati  Gas  &  Electric  Company, 
both  subsidiaries  of  Columbia  Gas  & 
Electric  Corporation,  has  been  approved 
by  the  Federal  Power  Commission. 
The  commission  stated  that  the  merger 
would  eliminate  one  unnecessary  organi¬ 
zation  and  effect  savings. 


Niagara  Hudson  Gives  Land 

Niagara  Hudson  Power  Corporation 
gave  eighteen  acres  of  land,  on  which  is 
situated  an  old  steam  plant  that  has  been 
retired  from  operation,  to  the  city  of 
Fulton,  N.  Y.,  on  June  27.  James  E. 
Lanigan,  who  made  the  presentation  for 
the  utility,  explained  the  attitude  of  the 
Niagara  Hudson  as  one  of  co-operation 
with  the  city. 


Middle  West  to  Acquire 
Preferred  Shares 

Middle  West  Corporation  has  applied 
to  the  S.E.C  for  permission  to  acquire 
9,000  shares  of  $3  par  cumulative  pre¬ 
ferred  stock  of  the  Copper  District 
Power  Company  of  Michigan,  a  sub¬ 
sidiary.  The  company,  the  S.E.C.  said. 
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in.  in  height.  Tests  show  that  work  is  in¬ 
creased  and  accidents  are  decreased  in 
factories  using  X-ray  lighting,  according  to 
the  manufacturer. 


(Luipment 


TECHNICAL  BULLETINS 


Mercury-Arc  Rectifiers — Economical  as¬ 
pects  of  the  use  of  mercury-arc  rectifiers 
for  power  supply  to  trolley-bus  systems  are 
discussed  in  bulletin  1174  of  the  Allis- 
Chalmers  Manufacturing  Company,  Milwau¬ 
kee,  Wis.  Typical  layouts  are  presented 
and  questions  of  overload  capacity,  voltage 
characteristic,  control  and  protection  dis¬ 
cussed. 

Motor  Service  Instructions  —  A  table 
outlining  the  probable  cause  and  remedy  for 
various  difficulties  encountered  in  operating 
capacitor-start  induction-run  motors  is  con¬ 
tained  in  bulletin  SD-549  of  the  Wagner 
Electric  Corporation,  6400  Plymouth  Avenue, 
St.  Louis,  Mo. 

Box-Header  Boilers  —  Ten  different  set¬ 
ting  arrangements  of  Heine  box-header  boil¬ 
ers  as  adapted  to  various  fuels  and  methods 
of  firing  are  in  a  new  bulletin  of  the  Com¬ 
bustion  Engineering  Company,  200  Madison 
Avenue,  New  York  City. 

Wire  and  Cable  Standards — N.E.M.A. 
rubber-insulated  building  wire  and  cable 
standards  for  30  per  cent  grade  compound 
is  a  reference  work  of  practical  information 
concerning  the  manufacture,  test  and  per¬ 
formance  of  rubber-insulated  building  wire 
and  cable.  Designated  as  publication  36-32, 
it  was  issued  by  the  National  Electrical 
Manufacturers  Aasociation,  155  E^st  44th 
Street,  New  York  City.  Copies  are  25  cents 
each. 

Galvanometers — A  complete  line  of  gal¬ 
vanometers  and  dynamometers  is  listed  by 
the  Leeds  &  Northrop  Company,  4934  Sten- 
ton  Avenue,  Philadelphia,  Pa.,  in  its  cata¬ 
log,  which  has  just  bwn  revised.  The  pub¬ 
lication  is  designated  at  catalog  ED. 


Dust-Proof  Switch — Two  new  types  of 
switches  for  use  in  atmospheres  containing 
metal,  coal,  coke,  grain  and  other  similar 
dusts  have  been  developed.  These  switches 
are  dust-tight,  water-  and  weatherproof,  and 
are  furnished  in  heavy  gage  steel  boxes 
with  gasketed  covers,  fastened  by  wing  nuts. 
They  are  available  in  three-pole,  no-fuse,  30 
to  200  amp.  inclusive.  Underwriters  have 
approved  them  for  use  in  hazardous  loca¬ 
tions  as  Class  II,  groups  F  and  C,  accord¬ 
ing  to  the  Trumbull  Electric  Manufacturing 
Company,  Plainville,  Conn. 

Hich-Visibility  Highway  Lamp  —  This 
new  lamp,  recently  made  available  by 
Westinghouse  Electric  &  Manufacturing 
Company  and  General  Electric  Company, 
permits  greatly  simplified  methods  of  manu¬ 
facture,  a  nice  positioning  of  the  new  and 
revolutionary  bar  filament,  use  of  a  hard 
type  of  non-breakable  glass,  use  of  much 
smaller  packaging,  is  shaped  to  defeat  dust 
and  dirt  accumulation  and  is  designed  to 
provide  high  visibility  for  the  greater  safety 
of  motorists  and  pedestrians  after  dark. 
Special  equipment,  now  in  process  of  devel¬ 
opment,  so  designed  to  permit  use  of  this 
lamp  in  new  installations,  or  in  existing 
equipments,  will  soon  be  available.  The 
bulb  is  smaller  than  the  common  pint  milk 
bottle. 


summer  trade.  Like  the  horizontal  units, 
the  new  vertical  units  are  used  for  condi¬ 
tioning  of  single  rooms,  or  groups  of  rooms 
from  one  unit.  In  the  group  system  several 
rooms  with  similar  load  characteristics  are 
conditioned  by  a  single  unit,  and  in  large 
installations  several  air  conditioners  may  be 
operated  in  multiple  from  a  central  refrig¬ 
erating  machine.  There  are  several  models 
which  range  from  3  tons  to  30  tons  refrig¬ 
erating  capacity.  A  new  feature  in  these 
units  is  the  use  of  variable-pitch  driving 
pulleys  which  permit  close  adjustment  of 
fan  speeds  after  a  unit  has  been  installed. 
Cooling  coils  are  of  the  York  corrugated 
fin  type,  for  direct  expansion  refrigerant, 
cold  water  or  brine  as  the  cooling  medium. 
Heating  surface  is  of  the  same  type  and 
accommodates  either  steam  or  hot  water. 


X-Ray  Reflector  Unit — Curtis  Lighting 
Company  of  Chicago  has  developed  a  new 
X-ray  reflector  unit  for  use  with  500-  or 
300-watt  incandescent  lamp  or  400-watt 
mercury-vapor  lamp.  It  is  designated  by 
the  number  1585.  The  new  reflector  is 
scientifically  designed  for  better  light  con¬ 
trol.  It  is  protected  by  an  aluminum  hous¬ 
ing  so  that  it  may  be  mounted  above  crane- 
ways,  under  or  near  open  skylights,  without 
danger  of  lamp  breakage.  The  unit  meas¬ 
ures  over  all  131  in.  in  diameter  and  131 


New  Insulating  Material — A  new  insu¬ 
lation  development  known  as  “Thinwol” 
makes  possible  the  use  of  thinner  dielectric 
material,  resulting  in  reduced  cable  diam¬ 
eters  and  saving  in  space  on  multi-conductor 
control  cable  installations.  The  high  dielec¬ 
tric  strength  and  the  increased  tensile 
strength  of  the  new  insulating  material 
make  the  thin-wall,  space-saving  features 
feasible.  Thinwol  is  for  use  on  circuits  em¬ 
ploying  voltages  up  to  220  volts  a.c.  or  450 
volts  d.c.  In  some  cases  the  lead  sheath 
on  cable  using  this  insulation  can  be  omit¬ 
ted  because  of  the  low  moisture  absorp¬ 
tion  of  the  insulating  material.  Thinwol 
is  a  General  Electric  product. 

Low-Capacity,  Low-Voltage  Rectifier — 
Allis-Chalmers  has  developed  a  simplified, 
all-factory-assembled,  grid-controlled  mer¬ 
cury-arc  rectifier  set  with  a  rating  of  150  kw. 
at  250  volts  and  300  kw.  at  550  volts,  direct 
current.  Because  of  simplicity  of  installa¬ 
tion  and  operation,  small  space  require¬ 
ments  (base  3ix6  ft.,  height  5  ft.),  high 
conversion  efficiency,  particularly  at  partial 
loads,  this  rectifier  is  well  adapted  for  power 
conversion  in  unattended  substations  of 
office  buildings,  hotels,  hospitals,  warehouses, 
otc.,  in  cities  where  a  changeover  from 
d.c.  to  a.c.  network  is  taking  place.  It  is 
suited  to  industrial  plants  where  small 
amounts  of  d.c.  power  are  required  for  spe¬ 
cial  drives  or  processes  and  also  for  d.c. 
power  supply  to  mine  haulage  systems.  It 
weighs  approximately  3,500  lb. 

Vertical  Air-Conditioninc  Units — In  or¬ 
der  to  meet  a  wider  range  of  air-condition- 
requirements,  the  York  Ice  Machinery 
Corporation,  York,  Pa.,  has  added  several 
new  vertical  type  year  ’round  conditioners 
*0  its  line  of  standard  equipment.  They 
*re  designed  primarily  for  department 
**OTe8,  restaurants,  hotels  and  various  re- 
*^il  specialty  shops  which  have  turned  to 
»r  conditioning  as  a  means  of  increasing 
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MOBERLY,  MO.  —  Missouri  Power  & 
Light  Company,  Kansas  City,  Mo.,  plans 
new  transmission  line  from  connection  with 
present  system  at  Moberly  to  points  in  Mon¬ 
roe,  Randolph  and  Audrain  Counties,  for 
rural  electrification,  including  power  substa¬ 
tion  and  service  facilities.  A  large  group 
of  communities  will  be  added  to  system. 
Cost  about  1225,000.  Application  has  been 
made  for  permission. 

KNOXVILLE,  TENN.— Director  of  Pur¬ 
chases,  Tennessee  Valley  Authority,  Knox¬ 
ville,  receives  bids  until  July  24  for  design¬ 
ing,  fabricating,  galvanizing  and  delivering 
about  3,400  tons  structural-steel  transmission 
towers  for  new  transmission  line  from  Pick¬ 
wick  Dam  to  Memphis,  Tenn. 

ROME,  GA. — Tubize  Chatillon  Corpora¬ 
tion,  New  York,  N.  Y.,  plans  installation 
of  motors  and  controls,  regulators,  trans¬ 
formers  and  accessories,  conveyors  and  other 
equipment  in  new  additions  to  viscose  rayon 
mill  at  Rome,  to  increase  present  capacity 
about  50  per  cent.  Similar  installation  will 
be  made  for  improvement  and  expansion  at 
branch  mill  at  Hopewell,  Va.  Entire  project 
will  cost  $2,800,000.  Financing  is  being 
completed. 

JACKSON,  MINN. — Federated  Rural  Elec¬ 
tric  Association,  Paul  L.  Ferguson,  Jackson, 
head,  recently  organized,  plans  transmission 
lines  in  part  of  Martin  County  for  rural 
electrification,  including  power  substation 
and  service  facilities.  Cost  over  $600,000. 
Financing  will  be  arranged  through  Federal 
aid.  Surveys  have  been  authorized. 

LOS  ANGELES,  CALIF.  —  Metropolitan 
Water  District,  306  West  Third  Street,  re¬ 
ceives  bids  until  July  29  for  power  trans¬ 
formers  and  accessories  for  main  pumping 
plants  of  Colorado  River  aqueduct,  as  fol¬ 
lows:  Four  transformers,  each  22,000  kva. 
capacity  (Gene  Station)  ;  seven  transform¬ 
ers,  each  15,000  kva.  (Eagle  Mountain  and 
Hayfield  Stations)  ;  and  four  transformers, 
each  5,500  kva.  (Iron  Mountain  Station) 
(Specifications  No.  159).  F.  E.  Weymouth 
is  general  manager  and  chief  engineer. 

JACKSONVILLE,  FLA.  — City  Utilities 
Commission  plans  extensions  and  improve¬ 
ments  in  municipal  electric  power  plant, 
with  installation  of  additional  equipment. 
Cost  about  $900,000.  Application  made  for 
Federal  financing  in  that  amount.  This  is 
part  of  general  expansion  program  at  sta¬ 
tion,  including  line  extensions  and  better¬ 
ments,  to  be  carried  out  over  a  period  of 
months  at  ultimate  cost  of  about  $2,000,000. 

CHICAGO,  ILL. — Wisconsin  Steel  Works, 
East  106th  Street,  South  Chicago,  plans  in¬ 
stallation  of  heavy  duty  motors  and  controls, 
transformers  and  accessories,  conveyors,  elec¬ 
tric  hoists,  cranes  and  other  equipment  for 
expansion  and  improvements  at  mill.  Entire 
project  will  cost  over  $2,500,000.  Company 
is  a  subsidiary  of  International  Harvester 
Company,  Chicago. 

HARRISONBURG,  VA.— Shenandoah  Val¬ 
ley  Electric  Co-operative  Company,  recently 
organized,  plans  transmission  and  distribut¬ 
ing  lines  in  portion  of  Frederick,  Rocking¬ 
ham  and  Augusta  Counties,  for  rural  elec¬ 
trification,  including  service  facilities,  total¬ 
ing  about  100  miles.  Fund  of  $125,()00  has 
been  secured  through  Federal  aid  and  work 
will  begin  soon. 

DENVER,  COLO.  —  Bureau  of  Reclama¬ 
tion,  Denver,  receives  bids  until  July  17  for 
circuit  breakers,  switches,  etc.,  for  Casper- 
Aloova,  Wyo.,  project,  as  follows:  one  69,- 


0(X)-volt,  600-amp.,  oil  circuit  breaker;  six 
69,000-volt  disconnecting  switches;  two  69,- 
000-voIt,  three-pole  air-break  switches;  two 
69,000-volt  potential  transformers;  two  69,- 
000-volt  current  transformers;  one  outdoor 
weatherproof  meter  and  relay  cabinet,  com¬ 
plete  with  accessories  (Specifications  811-D). 
All  equipment  will  be  installed  by  Govern¬ 
ment. 

NECHE,  N.  D. — Interstate  Power  Com¬ 
pany,  Dubuque,  Iowa,  plans  new  transmis¬ 
sion  line  from  Neche  to  Pembina,  N.  D., 
and  vicinity,  about  25  miles.  Plans  also 
under  way  for  extensions  and  improvements 
in  transmission  lines  at  Argyle,  Crookston, 
Minn.,  and  vicinity,  including  rebuilding  of 
line  from  first  noted  place  to  Stephen.  Minn., 
for  increase  in  line  voltage  from  22,000  to 
33,000  volts,  and  reconstruction  of  other 
lines  in  that  district,  totaling  in  all  close  to 
75  miles.  A  new  power  substation  to  cost 
about  $30,000  will  be  built  at  Crookston. 
Entire  project  will  approximate  $200,000. 

SYRACUSE,  N.  Y, — Solvay  Process  Com¬ 
pany,  Solvay,  near  Syracuse,  plans  installa¬ 
tion  of  motors  and  controls,  conveyors,  regu¬ 
lators  and  other  equipment  in  new  addition 
to  local  chemical  plant.  Cost  about  $1,000,- 
000.  Company  is  a  unit  of  Allied  Chemical 
&  Dye  Corporation,  61  Broadway,  New  York, 
N.  Y. 

JACKSON,  TENN.  — Tennessee  Valley 
Authority,  Knoxville,  plans  power  substation 
in  vicinity  of  Jackson  for  West  Tennessee 
area.  Cost  about  $200,000  with  transform¬ 
ers,  switchgear  and  other  equipment. 

DEARBORN,  MICH.— Ford  Motor  Com¬ 
pany  has  plans  under  way  for  two  addi¬ 
tional  power  substations  at  local  plant  for 
service  at  foundry  units.  An  extensive 
switchgear  installation  will  be  made  also  for 
foundry  service  control.  Giffels  &  Vallet, 
Inc.,  and  L.  Rossetti,  Marquette  Building, 
Detroit,  Mich.,  are  associated  engineers. 

BROOKLYN,  N.  Y.— Signal  Corps  Pro¬ 
curement  District,  United  States  Army,  Army 
Base,  Brooklyn,  receives  bids  until  July  27 
for  146,540  feet  paper-insulated  telephone 
cable,  154  reels  and  29  loading  coil  cases 
for  telephone  cables  (Circular  5).  Also,  un¬ 
til  July  24  for  10,000  feet  twisted  pair 
transmission  line  wire,  10,000  feet  antenna 
wire,  and  100  transposition  blocks  (Cir¬ 
cular  3). 

REN  WICK,  Iowa — Boone  Valley  Electric 
Co-operative  Company,  W.  H.  Helmke,  Ren- 
wick,  president,  recently  organized,  plans 
about  40  miles  of  transmission  and  distrib¬ 
uting  lines  for  rural  electrification  in  this 
section.  Service  will  be  secured  from  local 
municipal  power  station.  Cost  about  $50,- 
000.  Financing  will  be  arranged  through 
Federal  aid.  Young  &  Stanley,  Inc.,  Mus¬ 
catine,  Iowa,  are  consulting  engineers. 

LOS  ANGELES,  CALIF. — Samson  Tire  & 
Rubber  Corporation,  2725  Anaheim-Tele- 
graph  Road,  plans  installation  of  motors  and 
controls,  regulators,  conveyors  and  other 
equipment  in  connection  with  expansion  at 
automobile  tire  and  tube  plant,  to  increase 
capacity  about  50  per  cent.  Cost  over  $150,- 
000.  Company  is  affiliated  with  United 
States  Rubber  Company,  New  York,  N.  Y. 

CHESTER,  S.  C. — Duke  Power  Company, 
Charlotte,  N.  C.,  plans  early  construction  of 
new  transmission  line  to  Cornwell,  Harmony 
Church  and  vicinity,  about  20  miles,  for 
rural  electrification.  Cost  about  $30,000. 

FLINT,  MICH.  —  Buick  Motor  Company, 
Flint,  plans  installation  of  motors  and  con¬ 


trols,  transformers  and  accessories,  switch- 
gear,  electric  hoists  and  other  equipment  in 
five  new  one-  and  multi-story  plant  unit^. 
Cost  about  $1,500,000.  Company  is  a  divi¬ 
sion  of  General  Motors  Corporation,  Detroit. 
Mich. 

CORNELL,  WIS. — Chippewa  County  Light 
&  Power  Co-operative  Association  will  take 
bids  soon  for  construction  of  about  50  miles 
of  transmission  and  distributing  lines  in  par; 
of  Chippewa  County,  for  rural  electrifica¬ 
tion,  and  for  Diesel  engine-generating  sta¬ 
tion  at  Cornell.  Entire  project  will  cost 
over  $80,000.  Banister  Engineering  Com¬ 
pany,  510  North  Prior  Avenue,  St.  Paul, 
Minn.,  is  consulting  engineer. 

WASHINGTON,  D.  C.— Bureau  of  Sup¬ 
plies  and  Accounts,  Navy  Department,  Wash¬ 
ington,  receives  bids  until  July  17  for  quan¬ 
tity  of  electric  cable  and  wire  for  Elastern 
and  Western  Navy  Yards  (Schedule  8325). 

WASHINGTON,  D.  C.— Division  of  Pur- 
chases  and  Sales,  Department  of  Commerce, 
Washington,  receives  bids  until  July  17  for 
quantity  of  parts  for  engine-generator  elec¬ 
tric  lighting  plants  for  replacements  and 
repairs  (Proposal  28100). 

• 

Utility  Act  Rule  Amended 

S.E.C.  has  amended  Rule  9C-3  under 
the  Public  Utility  Act  regarding  acquisi¬ 
tions  of  securities  by  registered  holding 
companies  and  their  subsidiaries.  Pre¬ 
viously,  the  rule  permitted  such  companies 
to  acquire  the  securities  of  their  majority- 
owned  subsidiaries  without  obtaining  ap¬ 
proval  of  the  commission,  if  the  acquisi¬ 
tion  did  not  in  any  one  year  total  more 
than  1  per  cent  of  the  consolidated  assets 
of  the  acquiring  company  and  its  majority- 
owned  subsidiaries  and  parents.  The 
amended  rule  raises  this  limit  to  2^  per 
cent. 

• 

Company’s  Taxes  Rise  82.5% 

The  amount  of  taxes  paid  by  Central 
Maine  Power  Company  since  1929  has 
increased  82.5  per  cent,  and  the  total  for 
1936,  including  provisions  for  the  new 
tax  bill,  will  be  about  $500,000  above  the 
1929  figure,  Walter  S.  Wyman,  president, 
states  in  a  letter  to  the  stockholders, 
Mr.  Wyman  declared  that  one-sixth  of 
total  gross  income  of  the  company  is 
being  used  to  help  pay  expenses  of  local, 
state,  and  federal  governments. 


Utility  to  Buy  Dam 

Wisconsin  Public  Service  Corporation 
was  authorized  by  the  Public  Service 
Commission  June  24  to  purchase  the 
Upper  Grandfather  Falls  dam  near 
Tomahawk  from  the  Grand  Father  Falls 
Paper  Company  for  $400,000.  Acquisi¬ 
tion  of  the  dam  is  part  of  a  general  plan 
for  increasing  power  facilities  which  the 
corporation  expects  to  carry  out  by 
1941.  Improvements  to  the  dam  cost¬ 
ing  $68,610  will  be  made  by  the  utility, 
which  now  owns  $13,915  of  land  near 
the  site. 
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